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Craftsmanship Speed Economy 


EC 


GENERAL BUILDERS 


EASTERN 


CONSTRUCTION 


The Eastern Concept 


We recognize that owners, architects and engineers want early occupancy and quality construction & 
lowest cost. For this reason we employ top-notch engineers, superintendents, and tradesmen... wil 
a long background of experience . . . and with the ability to measure quality and to expedite. 
operate a large fleet of equipment to cut costs and to ensure early delivery. It is this concept th: 
is responsible for our growing list of new and repeat clients. Before you build, be sure to investiga 
our record. Write Eastern Construction Company Limited, Box 96, Walkerville, or Box 504, Station 
Toronto 5, Ontario, Canada. 


EASTERN, CONSTRUCTIO) 


The wide range of Pilkington’s 


tiles, both plain coloured and 


decorative, will delight you at 


once with its practicability and 


with its creative possibilities. And 


the skilled staff of Pilkington’s 
Design Department will give you À. 6 ze 


every assistance you need. 


A sample pack containing the full range of plain FREE 
colours and a booklet showing the full range of 
screen prints will be posted to you by our nearest SAMPLES 
agent on request. Please indicate if pack or booklet, 
or both, are required. 

AGENTS 

Quebec, Ontario, Manitoba, katehewan and Maritime Provinces: 

Kerr, Slee & Co., 1269, Greene Ave., Montreal, P.Q. 
Alberta: Ronald F. Butler Ltd., 10532- 130 Street, Edmonton, Alberta 


British Columbia: x : 
Ailas Import Products Ltd., 1221, Glen Drive, Vancouver, B.C. 


PILKINGTON’S TILES LIMITED 
Clifton Junction, Manchester, England. 


1505 & 
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CANADIAN DISTRIBUTORS FOR 


folding partitions | 
... massive panels of WOOD 


to divide large areas of space 


ROLSCREEN COMPANY, PELLA, IOWA 


Evans Engineering Sales Ltd. 
3628 Burnsland Road 

Tel: CHestnut 3-5506 
Calgary, Alberta 


Evans Engineering Sales Ltd. 
11226 - 156th Street 

Tel: HU. 9-5581 

Edmonton, Alberta 


Evans Engineering Sales Ltd. 
1213 Winnipeg Street 

Tel: JO. 8-1653 

Regina, Saskatchewan 


The Top-Flite Company 
25 Alexander Street 
Tel: MUtual 4-7820 
Vancouver 4, B.C. 


B. T. Leigh 

736 Newport Avenue 
Tel: EV. 3-9685 
Victoria, B.C. 


Acme Sash & Door Co. Limited 
400 Des Meurons Street 

Tel: CHapel 7-1171 

St. Boniface, Manitoba 


Geo. H. Belton Lumber Co. 
Limited 

313 Rectory Street 

Tel: GEneral 2-3731 

London, Ontario 


Mayno Davis Lumber Co. 
Limited 

57-75 Duke Street 

Tel: CEntral 2-5311 

Ottawa 4, Ontario 


OTHER PELLA QUALITY PRODUCTS 
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Belton Lumber Company 
Limited 

Devine Street 

Tel: Digby 4-3637 

Sarnia, Ontario 


Pella Products Company 

Division of 

Overhead Door Co. of Toronto 
Limited 

289 Bering Avenue 

Tel: BElmont 9-3077 

Toronto 18, Ontario 


Matthews Lumber Company 
Limited 

1495 Howard Street 

Tel: CL. 4-1143 

Windsor, Ontario 


M. F. Schurman Company, 
Limited 

P.O. Box 1390 

Tel: 2265 

Summerside, P.E.I. 


Price Agencies, Limited 
6252 St. Lawrence Blvd. 
Tel: CRescent 2-5781 
Montreal 10, Quebec 


Jacques Chalifour, Enrg. 
2485 chemin St. Louis 
Tel: LA. 7-4400 

Quebec 10, P.Q. 


6 FINE WOOD VENEERS 
AMERICAN WALNUT + PHILIPPINE MAHOGANY 
WHITE ASH + BIRCH + OAK «+ PINE 


For large space dividers that are substantial yet de- 
corative, specify PELLA WOOD FOLDING PARTITIONS. 
Their good basic design and rich natural wood tex- 
tures integrate with interior appointments of most 
churches, restaurants, schools, clubs and offices. 
Available for any width opening and heights up to 
20’ 1”. Stable core construction assures non-warping 
panels. Patented “live-action” steel spring hinging 
system maintains panel align- 
ment. For complete specifica- 
tions, contact your nearest 
distributor. Consult your clas- 
sified telephone directory or 
the list at left. 


INCLUDE PELLA WOOD WINDOWS, ROLSCREENS, WOOD FOLDING DOORS AND WOOD SLIDING GLASS DOORS 
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Arcadia Sliding Doors in Residence of Mr. Leonard Pedvis—Montreal. Architect, Stanley Shenkman 


Arcadia Multi-Slide Walls compact into a single panel width or disappear into wall pockets for interior commercial and residential installations 


Arcadia sliding glass doors add the touch of quality to homes and commercial structures 


Whether you want to let people control the weather or control well as inviting exterior walls. 


the traffic flow of people, the choice is the same. Arcadia Arcadia Sliding Glass Doors roll quietly at a light touch. They 
Sliding Glass Doors do both. They add an inviting, open look to are tightly weather-stripped, and can be glazed with Thermopane* 


homes when used to lead onto lawn or patio. And in offices, Insulating Units for exterior use. 
schools, churches and auditoriums, Arcadia Multi-Slide Doors The Detail Packet provides the many design applications of 


make the most utilitarian—and beautiful—space dividers, as this modern product. Ask the Pilkington representative. 
*Reg’d. T. M. 


55 EGLINTON AVENUE EAST, TORONTO / 23 BRANCHES ACROSS CANADA 
GLASS LIMITED 
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FIR PLYWOOD PANEL ARCHES 
ATTRACT THE CUSTOMERS 


Panel Arches were used for this B.C. supermarket because the archi 
R. William Wilding, wanted to create an inviting exterior of ple 
lightness and rhythm so that shoppers would be drawn from more 


ventionally designed stores. He also wanted a spacious and rel 
interior. This ‘floating’ roof of novel design and high strength was 
structed by C. J. Oliver Ltd. with arches prefabricated by Greenall 
Ltd. It was the first time Panel Arches of Fir Plywood had been usec 
a supermarket in Canada. The shopping centre is at Richmond, 
Vancouver, and it was opened in September 1960. The consulting 
neers were McKenzie & Snowball. To cover the supermarket and ad 


service station, 180 Panel Arches were used, made of 22,200 square 
of 4” Fir Plywood. The entire supermarket was roofed in one day. 

Panel Arch is 15’5’”’ long and spans 13’1114’’, and an unusual feature 
the installation of sprinklers, headers, run-outs and electric wiring 
g the valleys between the arches. 


Panel Arch is yet another structural component of Fir Plywood 
combines beauty with economy and boldness with sound engineering. 
have only to consult the Plywood Manufacturers Association or any 
s fieldmen across Canada to take full advantage of these new ideas. 


WATERPROOF GLUE 


FIR PLY WOOE 


PLYWOOD MARKED HAS WATERPROOF GL 
Plywood Manufacturers Association of B.C., 550 Burrard Street, Vancouver 1, E 
Field Offices: Vancouver, Calgary, Winnipeg, London, Ottawa, Toronto, Mont 
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Bilco Special Service Doors are the architect’s logical answer to access problems. 
He can choose from a wide range of standard units, or call for doors custom-engineered 
to his specifications. 


He can select Roof Scuttles for vertical ladder access, for ship’s ladder or 
for normal rise-and-run stairs... 


He can choose large special Roof Scuttles in double- or single-leaf design for 
replacement or removal of large equipment... 


Or he may specify Flush Floor Doors and Ceiling-Access-Doors 
that blend smoothly into their environment. 


He knows that for access to basements and underground utility equipment, 
Bilco Sidewalk Doors have no equal. 


All Bilco doors are watertight, feature long trouble-free life and the 
exclusive Bilco spring operators for effortless opening year after year. 


Write Dept. A-42 for complete information 


DOORS FOR 
SPECIAL SERVICES 


MR. J. J. THOMAS P.O. Box 125, Brantford, Ontario 

EVANS ENGINEERING SALES LIMITED #7 Mitchell Building, Regina, Saskatchewan 
RITCHIE EQUIPMENT COMPANY, LTD. 2685 Maple Street, Vancouver 9, British Columbia 
EVANS ENGINEERING SALES LIMITED 3628 Burnsland Road, Calgary, Alberta 


R. R. POWER LIMITED P.O. Box 903, Halifax, Nova Scotia 

EVANS ENGINEERING SALES LIMITED 11226-156th Street, Edmonton, Alberta 
ANJOU STEEL COMPANY LIMITED 3250 Jean-Talon East, Montreal, Quebec 

J. C. PRATT & COMPANY LIMITED P.O. Box N 1268, St. John’s, Newfoundland 
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NEW DESIGN COLOUR FROM CANADA BRICK 


ina Brown is a custom-made colour created out of 
ft tone of brown with a highlight tint of earthy red. 
ich a tone as the Coffee Brown, and equally ideal 
single colour designs which make full use of a 
jue colour. Also blends well with other Design 
urs on the pastel side as Dawn Gray and Bamboo 
. Makes possible the traditional favourite of light 
vn and black when used with Black Velvet. Now 


SANADA BRICK 


available in polished Smooth face in a uniform colour 
with a slight sheen. Plus a variety of textures including 
the Pebbletone, a fine pinpoint random finish which 
breaks up the possibility of a uniform colour. Like other 
Design Colours, performance on the wall far surpasses 
SW Grade, as indicated by 50 cycle freeze and thaw 
results. Similar quality in other Design Colours will be 
found in our new catalogue, available upon request. 


NADA BRICK, STREETSVILLE, ONTARIO * ATWATER 9-2794 
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BOLTED BEAM AND COLUMN CONNECTIONS 
In Modern 
Downtown 
Office 


Building 


MACKENZIE BUILDING, TORONTO, ONTARIO 


OWNERS: Dept. of Public 


Works, Ottawa, } 
Building Construction 
Branch, 
E. A. Gardner, é 
Chief Architect. À 


ARCHITECTS: Shore & Moffat, 


Toronto. 


GENERAL CONTRACTORS: 
Redfern Construction 
Company, Limited, 
Toronto. 


STEEL FABRICATORS and ERECTORS: 
Frankel Steel 
Construction Limited, 
Toronto. 


f 
High-strength bolting and welding 
were employed to erect the steel 
framework of this modern Cana- 
dian Government Building which 
houses a Post Office and other 


Federal Offices. 


All Stelco High-Strength 
Bolts are identified as shown 
and conform to ASTM Speci- 
fication A-325, A certificate 
of guarantee is given with 
each shipment. 


29,245 Stelco High-Strength Bolts were used 2 rivets. Stelco High-Strength Bolts are 


in the building shown here. Present regulations 
require one bolt for one rivet, but a 2-man 
crew with an air wrench and a holding wrench 
can install 3 bolts in the same time it takes a 
heavily equipped 4-man riveting crew to install 


stronger than rivets in both tension and shear, 
Bolting has important advantages in almost 
any structural job, but, as bolts are installed 
cold and with relative quiet, this method is 
particularly desirable in built-up areas, and in 
school and hospital zones. 


HIGH-STRENGTH BOLTS 


THE STEEL COMPANY OF CANADA, LIMITED 


Executive Offices: Hamilton and Montreal 
Sales Offices: Halifax, Saint John, Montreal, Ottawa, Toronto, 
Hamilton, London, Windsor, Sudbury, Winnipeg, Edmonton, Calgary, Vancouver. 
J. C. Pratt & Co. Limited, St. John’s, Newfoundland, 


60181-B 
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. COMPLETELY DRY BASEMENT AREA 


| the new North & West Vancouver Hospital has been aided 
y the use of NO-CO-RODE perforated drainage pipe 


)-CO-RODE Perforated Pipe laid along the 
side bottom of the foundation footings, rapidly 
uns off ground water for the new North & West 
ncouver Hospital. The long, lightweight lengths of 
ch fibre pipe have two rows of !4'’ holes on 4-inch 
tres, 120° apart to assure uniform seepage. This 
e will not corrode or disintegrate nor crack with 
| settlement. So specify NO-CO-RODE pipe 
h its quickly secured snap couplings. It’s light 


THE MARK OF LEADERSHIP LA 


to handle, easy and fast to install. Simple fittings 
and cross joints ensure smooth, constant drainage 
with no clogging. The architects for the new North & 
West Vancouver Hospital were Underwood, McKin- 
ley and Harrison, the general contractor; Perini 
Pacific Ltd. NO-CO-RODE isan all-Canadian 
product manufactured in Cornwall, Ont. 
Write for full information to Murray-Brantford 
Limited, 1661 Sun Life Building, Montreal. 


IN BUILDING MATERIALS 
MURRAY-BRANTFORD LIMITED 


RRAY-BRANTFORD PRODUCTS: BUILT-UP ROOFING MATERIALS, ASPHALT SHINGLES, ROLL ROOFING & SIDING, KB SHEATHING, DONNACONA DECORATIVE WALLBOARDS, 
NNACOUSTI CEILING TILES, HARDBOARDS, NO-CO-RODE PIPE, FIBERGLAS INSULATION, PROTECTIVE COATINGS, BUILDING PAPERS & VAPOUR BARRIERS (SCUTAN, 
FIBREEN, DUPONT POLYETHYLENE FILM). MURRAY-BRANTFORD IS A DIVISION OF DOMINION TAR & CHEMICAL COMPANY, LIMITED. 
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RECIPE FOR RELIABILITY 
Murray-Brantford Built-Up Roofing 


Every ingredient is of the finest quality; insulation, vapour barrier, asphalt, pitch 

and felts. Select the roof best suited for the application you have in mind from Murray- 
Brantford’s Specification Slide Selector, which will quickly give you the correct quantities 
and application method . .. saving you time and trouble. This is just another advantage 


which comes from dealing with Murray-Brantford; specializing in new ideas, better 
service and improved products through research and development. 


THE MARK OF AAA IN BUILDING MATERIALS 
Zz 


MURRAY- BRANTFORD LIMITED 


A DIVISION OF DOMINION TAR & CHEMICAL COMPANY, LIMITED 


20YEARS 
WITHOUT 
REPAIRS 


4 
PROOF THAT  MONE LE 
HOT WATER STORAGE TANKS 
LAST LONGER, CUT REPAIR 
AND MAINTENANCE COSTS 


THE 


INTERNATIONAL 
NICKEL 


COMPANY OF CANADA, LIMITED 


SS YONGE STREET, TORONTO 
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Replacing a large hot water storage 
tank—usually in a cramped location 
— is often extremely difficult and 
invariably expensive. That's why it’s 
important to install a tank that will 
last! And a Monel tank does just that! 
The tank shown here has been in 
operation 10 years without repairs 
... a comparatively short time for a 
Monel tank. Many such tanks have 
been giving trouble-free service for 
over 20 years. 

This is because Monel is a nickel- 
copper alloy that is ideal for hot water 
storage tanks. Monel is highly 
resistant to the corrosive effects of 
water at high temperatures, and with- 
stands most of the common corrosive 
conditions encountered in service. 

You can depend on Monel for 
lasting, trouble-free service. When 
you consider the savings in repairs 
and maintenance—even replacement 
costs—you can see why you'll be 
farther ahead with a Monel tank in 
your operation. For specific infor- 
mation and advice on your hot water 
storage and heater requirements, 
consult: 


Ellett Copper & Brass Co. Limited 
Vancouver, B.C. 


Darling Brothers Limited 
Montreal, P.Q. 


Ferro Metal Ltd. 
Toronto, Ont. and Montreal, P.Q. 


The Arthur S. Leitch Co. Limited 
Toronto, Ont. 


Reliance Welding Works, Limited 
Edmonton, Alta. 


YIN 


INCO 


TRADE MARK 
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The only all new line of surface and concealed door closers. Size fc 


size, Sargent’s Powerglide Line does a bigger job better.” Meets c 
exceeds the U.S. Federal performance specifications for convention 


SARGENT POWERGLIDE LINE EXCLUSIVES 

@ heaviest spring in a rectangular closer... 
works under less stress in longer chamber. 

@ bearing seats machined directly in closer body . . 
assures perfect alignment of needle bearings. 
extra thick iron case —and heavy-duty spindle... 
provide added strength, longer life. 

4) two springs and double chamber for J 
greater checking capacity on larger sizes, 


Call your 
rgent supplier or write Sargent & Company, New Haven 9, Conn. 


The newest fashion in a complete line of architectural hardware 


PROVEN 


TREMCO 1-PART 
100% LIQUID POLYMER 


SEALANT 


TREMCO MONO-LASTO-MERIC®, 
1-PART 100% LIQUID POLYMER, 
ACRYLIC BASE SEALANT. m m factory 


mixed, ready for use in cartridge or bulk, assures absolute 


FEATURES weathertightness for controlled joints, expansion joints and 
conventional caulking joints. It has a basic superiority over 

e A factory-mixed 100% liquid conventional sealants which require the use of ingredients that 
polymer sealant — ready for use will migrate or oxidize in time, thus lowering sealant life and 


efficiency. Mono-Lasto-Meric is formulated with Tremco devel- 
oped and Tremco manufactured pure 100% liquid polymer. 
The desired requirements of exceptional adhesion and enduring - 


e Eliminates hazards and high cost 
of job site mixing 


e Exceptional adhesive qualities and elasticity are inherent and permanent parts of the basic polymer. 
enduring elasticity Absolutely non-staining on masonry surfaces. À 
e Non-staining on all t : , . : cs 
Poor g ypes of For your next bonding, sealing or caulking assignment 
y consider Mono-Lasto-Meric. À product data sheet de- — 
© Wide range of colors signed for specifying authorities is available from your D 


Tremco Representative or write: The Tremco Manufac- 


¢ Caulking gun consistency supplied turing Company (Canada) Limited, Toronto 17, Ontario. : 


in cartridge or bulk 


Fr FORMATION “When you specify a Tremco Product 
ON TREMCO PRODUCTS, 


CHECK SWEET'S ... you specify a Tremco Service!” 


PRODUCTS AND TECHNICAL SERVICES FOR 
BUILDING MAINTENANCE & CONSTRUCTION 
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[WINDOW insulating Windows 


(id to patients comfort—give year ‘round insulation 
t the new Saint John General Hospital 


ospital room temperatures must 
» carefully controlled tosafeguard 
itients’ health and comfort. This 
especially true in winter when 
afts and sudden drops in out- 
yor temperatures are common. 


window*—with its built-in in- 
lating qualities (two pieces of 
ass separated by an imprisoned 
yer of dry, non-circulating air) 
helps maintain rooms at an even 
sat. There are virtually no drafts 
, the window areas . . . and heat- 
g costs are substantially reduced. 
hese are the reasons Twindow 
as used exclusively in the new 
aint John, N.B., General Hos- 
tal. And what it has done here 
can do for all types of buildings 
-schools, office buildings, munici- 
al centres ... and homes too! 


he cost of Twindow Insulating 
indows is surprisingly low! Find 
it today how well Twindow can 
f in with your building plans. 


*T_M.Reg’d. 
ARCHITECTS: Alward & Gillies— Mott & Myles 
Associated Architects, Saint John 
CONTRACTOR: Acme Construction Co. Ltd., Saint John 


GLAZING CONTRACTOR: Canadian Pittsburgh Industries Limited 


INSULATING AIR 


STEEL CHANNEL 
PLASTIC SEAL 


Twindow is sold exclusively in Canada by 


Modern miracles in glass made by 


FDUPLATE 


DUPLATE CANADA LIMITED 


*T M. REG'D 


CANADIAN |] PIrrssurGH 


INDUSTRIES LIMITED 


50 branches coast to coast 


Jor brighter safer living! 
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JOHNS-MANVILLE HUSHES THE DISTURBING 
DIN AT A BIG SUPERMARKET 


A nipper can nap é 


Several hundred people under one roof is a 
noisy proposition. Especially when they’re 
equipped with metal shopping carts — and 
Junior. Dominion Stores Limited, one of 
Canada’s largest and most progressive food 
chains, control the noise at their Long 
Branch, Ontario supermarket with J-M 
Acoustical ceilings. These days, shoppers 
hunt the aisles in peace and quiet. 


Johns-Manville acoustical ceilings disci- 
pline noise, trap and break up sound waves, 
prevent echoes from forming and absorb up 
to 75% of the din that strikes them. 


J-M acoustical engineers would like to help 
you attain a peaceful atmosphere to work 
or live in. The proper J-M materials are 
available for almost every situation. For an 
analysis of your sound control problem 
or for a free copy of our book “Sound 
Control”, write Department BA, Canadian 
Johns-Manville, Port Credit, Ontario. 


“THE SOUND PEOPLE” 


JOHHS mAmVIULE 


JOHNS-MANVILLE Jf 


AOoucTS 


A-5066 
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Effie and the Architect 


She calls it ‘‘her building’’. After all, who cleans and keeps it looking new? He calls 
‘it his building’’. After all, who created it? 

Other than that, they get along famously. He likes her because she keeps his 
building as bright as the day it first opened. And she’s got a crush on him because 
he specified stainless steel. It makes her job easier, her building brighter, and her 
boss happier. 

Atlas Steels is Canada’s leading producer of stainless steel—and the company 
most architects like to do business with. Atlas Steels’ Architectural Development 
Department is a real asset in the planning stage of any job. If we can be of service 
to you, simply call your local Atlas representative. 


ATLAS 


STAINLESS 


STEELS 


ATLAS STEELS LIMITED, WELLAND, ONTARIO Warehouses: Montreale Toronto e Hamilton e Windsor e Winnipeg Vancouver. Representatives: London» St. Catharines e Sudbury 
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Metropolitan Life’s new Head Office in Ottawa 

uses Asbestospray for fire-proofing. 

Architect: Marani Morris & Allan, Toronto. 

General Contractor: Angus Robertson Ltd. Ottawa 
Asbestospray by: David McFarlane & Assoc. Ltd. Toronto. 


45/8" 33/8" 21/8" 


CONCRETE * 


15/8" 21/2" 


5/8 


ROSCO GALY. STEEL DECK 
ASBESTOSPRAY FIBRE 


APPLICATION OF ASBESTOSPRAY ON BEAMS 
AND FLOORING RTE 


By Permission, 

Underwriters’ 
2" Laboratory 
of Canada 


11/2" 


The dining room of a Toronto gentlemen’s Club has an 
Asbestospray ceiling for acoustical correction. 

Architect: Basil G. Ludlow, Toronto 

General Contractor: W. B. Sullivan Construction Ltd. Toronto 
Asbestospray by: David McFarlane & Assoc. Ltd. Toronto. 


Here’s the modern spray-on insulating material that’s 
fire resistant and sound absorbing! Gives up to 4 hours 
of protection when exposed to fire . . . can be used to 
absorb sound over the entire frequency range. Asbesto- 
spray is applied directly to beams, floors and ceilings 
with one pass of the spray gun. No prime coat is needed! 


THERMAL INSULATION 
Asbestospray has a K-factor of 0.26. 


CONDENSATION CONTROL 
Prevents dripping in high humidity areas. 


ONE PASS APPLICATION 
Asbestospray can be built to any required thickness without 
mechanical support. 


LIGHTWEIGHT 
Less than one pound. per board foot. 


Canadian Made—Canadian Tested—For further information, contact: 


BISHOP PRODUCTS LIMITED 
TORONTO, ONTARIO 
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SIDNEY ROOFING & PAPER CO. LTD. 
BURNABY 3, B.C. 
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The functional beauty of the Flexicore system and precast concrete construction are obvious in Federated 
Co-Op’s new office and warehouse in St. James, Manitoba. 


TWENTY THOUSAND 
OK’S FOR flexicore 


Flexicore slabs of prestressed, precured, precast con- 
crete have been used in over 20,000 buildings. 

Flexicore’s hollow cores cut the weight of the slab 
almost in two yet the slab’s strength is maintained by 
prestressed steel rods. The result is long, clear, strong 
spans. 

The cores also make convenience paths for wiring, 
plumbing, heating, etc. 

By its design Flexicore leads to many practical 
savings. 

The use of Flexicore and Conduflor wiring systems 
by providing better communications have resulted in 


Creaghan & Archibald Ltd. 


e 1440 St. Catherine W. 
exico re Montreal, P.Q. 
e UN 6-9571 


Murray Associates Ltd. 
160 Eglinton E. 
Toronto, Ont. 

HU 1-6874 


more efficient management and thus more efficient move- 
ment of goods. 

A Flexicore crew lays an average of 2500 sq. ft. per 
day — in any weather. Once placed, Flexicore slabs need 
only be levelled and grouted to form a rigid area, ready 
for sub-trades. Use of Flexicore means a saving of 2” to 
8” per storey in wall height. 

The Flexicore system provides savings through faster 
completion time, low maintenance and insurance costs, 
in this case a saving of 7c per sq. ft. per year, and in the 
quantity of materials used. Costs are controlled from 
design to completion. 

The Flexicore system is designed to CSA standards 
and each year is more widely accepted and endorsed by 
leading architects and engineers. 

Write the company nearest you for details. 


Supercrete (Ontario) Ltd. 
578 S. Syndicate Ave. No. 1 Highway East 
Fort William, Ont. Regina, Sask. 
2-5387 LA 3-1650 


Supercrete (Sask.) Ltd, 


Schell Industries Ltd, Hobbs Concrete Blocks Ltd. Supercrete Ltd. 
Dundas St. 9740 53 Ave. 222 Provencher 
Woodstock, Ont. Edmonton, Alta. Winnipeg, Man. 
LE 7-2391 GE 3-5254 


CH 7-9861 


Supercrete provided the complete precast frame and roof 
system. With no forms to build up and then tear down, 
with no waiting for concrete to cure, with no slow-downs 
due to weather this warehouse went up fast, was 
occupied fast. 
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The handsomely functional Head Office was constructed 
with 27,000 sq. ft. of Flexicore flooring. Flexicore with 
Conduflor, a wiring system developed for use with the 
hollow Flexicore ducts, provided one of the most com- 


plete built-in wiring systems ever developed. 
CFIIO 
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10W OTIS BUILDS OUTSTANDING VALUE INTO OTIS ELEVATORS 


AANTOGRAPH ENGRAVING ELEVATOR FIXTURES AT HAMILTON, ONTARIO 


Why does OTIS manufacture its own entire range of elevator operating 
and signal fixtures—electronic, electric, mechanical—the world’s finest ? 


One reason is the importance of harmonizing such fixtures—lobby 
and car operating panels, car and hall position indicators, car and hall 
directional signs and electronic touch buttons — with the quality 
design and finish of OTIS cars and entrances. An important step in 
this process is the engraving of modern materials such as stainless 
steel, satin bronze, nickel silver, aluminum and a variety of plastics 
by pantographing, as illustrated, from quality-controlling master 
patterns. 


How much of the complete elevator installation does OTIS manufac- 
ture? Everything! Over 28,000 original and always available replace- OTIS ELEVATOR COMPANY 


\ 


ment parts. From the smallest switches in the machine room to the LIMITED 
beautifully designed and finished cars and entrances—to make certain 
that every OTIS installation performs as a completely integrated unit. HEAD OFFICES AND WORKS: HAMILTON, ONTARIO 


OFFICES IN 28 CITIES ACROSS CANADA 


JTOTRONIC® OR ATTENDANT-OPERATED PASSENGER ELEVATORS . ESCALATORS Q TRAV-O-LATORS . FREIGHT ELEVATORS ° DUMBWAITERS 
EVATOR MODERNIZATION. & MAINTENANCE ° MILITARY ELECTRONIC SYSTEMS . GAS & ELECTRIC TRUCKS BY BAKER INDUSTRIAL TRUCK DIVISION 
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CURTIS 


planned lighting with eye comfort 


the versatile he: 


SLEEK! 
...*#" STREAMLINED! | 
: SPARKLING! 


A FEW FACTS 
ABOUT THIS 
BEAUTIFUL 
LUMINAIRE 


@ Slim... overall depth is only 342”. 

@ Meets the most exacting standards of 
high quality illumination. 

© Blends with the most advanced archi- 
tectural conceptions and interior decor. 

e Utilizes 2, 4 or 6 40-watt, T-12, 48” 
rapid start lamps. 

® Constructed of steel with white Fluracite 
baked enamel finish. 

@ Available also in alzak aluminum in 
natural finish or in a variety of colours. 

@ Offers almost unlimited possibilities for 
arrangement and design. 

@ May be close ceiling-mounted as a 
direct luminaire or pendant-mounted for 
direct-indirect light distribution. 

@ Available with Holophane Prismalume 
Controlens®, Honeylite®, polystyrene 
plastic egg-crate louver, or acrylic plastic 


. à Norwich Union Insurance Societies offices —Toronto 
dished diffuser. Installation—6 lamp Edge-Glo's Consulting Engineer—G. A. Mulvey, Toronto 
@The Holophane Co @Hexcel Products Inc Architect—Fisher, Tedman & Fisher, Toronto Electrical Contractor—Canadian Comstock Co., Toronto 


Write for particulars 


CURTIS = ALLBRITE LIGHTING LIMITED 


195 WICKSTEED AVE., LEASIDE, TORONTO 17, ONTARIO 
District Offices: Montreal, Saint John, Winnipeg, Vancouver 
Affiliate: Vancouver Lighting Co. Ltd., 8650 Barnard St., Vancouver, B.C. 
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PERFECT HARMONY 


HALUEUE 


ue 
I 


I 


uli 


Ur. 
. «+ POLYGLASS + PANOROC 


in the application of the “CURTAIN-WALL” techniques, enter transparent, in- 
sulating panels such as POLYGLASS, made from “Duplex” polished plate glass 
and PANOROC spandrels of non-reflecting coloured and enamelled glass, fully 
toughened by a special flat process. 
POLYGLASS insulating units are made of two or more plates of glass, grounded 
and polished by the new “Duplex” process. These plates are separated by one 
or more cushions of dehydrated air hermatically sealed in a plastic joint and 
protected by a stainless steel frame. 
Perfect transparency — Suppression of all condensation. 
19 different types: 13 double — 4 triple — 1 quadruple — 1 quintuple. 
The new prefabricated PANOROC panel, watertight and insulating, is con- 
stituted by two single sheets of PANOROC or by one sheet of PANOROC + one 
sheet of other material separated by a layer of rocwool and assembled in the 
same way as Polyglass: air-tight joint and stainless steel outer channel. 
Tolerances: on sizes: + 0, — 4” 

on planimetry: %,” per 3 ft. 
Maximum sizes: 98” X 59” 
4 types: 1%", 1%”, 1%! and 17%” 
Insulation: U = 0,31 up to 0,16 BTU/hr. ft. 2 °F 
Net average weight: 7% 1bs./sq. ft. 
It is offered in 14 standard shades and in any other shade for quantities exceed- 
ing 2,000 sq. ft. 
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| DISTRIBUTORS 


QUEBEC 
| JOS. CHARLEBOIS CO. LTD. 
3901 Avenue Bannantyne 
Verdun, 

ONTARIO 
CONSOLIDATED GLASS 
INDUSTRIES LTD. 

161 Bridgeland Avenue 
Toronto 12, Ontario 
HAMILTON 
LLOYD’S GLASS LTD. 

180 King Street W., Hamilton 
CENTRAL & WEST PROVINCES 
CUSTOM GLASS LTD. 
1445 Powell Street 
Vancouver 6, B.C. 


Other products manufactured: 
— FILTRASOL cast glass, wired and figured, absorbing the infra-red raises. 
— White hammered, cathedrale, figured and wired glass. 
On sale at all leading glass merchants. Information on request. 


LES GLACERIES DE LA SAMBRE S.A.— AUVELAIS — BELGIUM 
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ENQUIRE ABOUT OUR SPECIAL ADVISORY 


SERVICE » » » Here’s an advisory service designed exclusively to assist you in 
planning eating facilities in any existing or projected building. It offers you the experience and 
complete co-operation of Canada’s largest industrial and institutional caterers... Industrial 
Food Services. It offers you the skills of a permanent staff of specialists in this field of Engi- 
neering. And it can be used to fulfill any number of diversified planning functions. 


THESE ARE JUST A FEW OF THE WAYS INDU TRIAL 
INDUSTRIAL FOOD SERVICES CAN HELP YOU 
ADVICE from the earliest planning stage on layout of space and equipment to FO 0 D 


economically store, prepare, and serve food . . . and handle traffic flows. 
ESTIMATES on the costs of equipment, and, if required, assistance in purchasing. 


PREPARATION of estimated operating and maintenance budgets. 
SURVEYS to determine the most suitable catering service for any given situation. 


On projects of any scale . . . from dining rooms and cafe- DIVISION OF CANADIAN 


terias to lunch rooms and mobile canteens . . . Industrial 
Food Services’ professional specialists are ready to serve FOOD PRODUCTS LIMITED 
you... now. For detailed information, call or write... 67 Walker Ave., Toronto 7 
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john B. Parkin Associates specified electric heating Dave Higgon, installing contractor explains system 


or the Lord Elgin School, Bowmanville, because it to Miss M. Couch, School Principal. Zone Control 
ffered the most advantages for the taxpayers dollar. reduces heat bills by allowing heating and ventila- 
Mr. A. J. Thompson, Supervising Principal, Bowman- tion to be restricted to occupied zones of the build- 
rille schools, says—‘‘More space . . . healthier climate ing. Nights and weekends, automatic temperature 
or pupils—That’s why we chose electric heating and setback ensures maximum economy. In the morn- 
ventilation. There is no complicated equipment tak- ing, pupils always come into a warm classroom 
ng up space and creating dirt and odours’’. thanks to an automatic three-stage warmup. 
Here’s how your clients will e Economical operation—with indi- Why not find out more about the ad- 
benefit from electric heating. vidual zone control, client pays vantages of heating and cooling your 
for heat only when and where it’s next building electrically. Contact your 
e Only one installing contractor is meededs local hydro. 


needed, so costs are reduced. i , 
Electric heating systems can be 


e Few moving parts—maintenance extended easily, quickly and eco- 
costs virtually eliminated. nomically if building is enlarged. 
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Picture shows the Wilson Power Groove Seagull. Other fixtures in the Seagull line are: Rapid Start, Slimline, V.H.O. and S.H.0, 


THE WILSON POWER GROOVE SEAGULL 


BRINGS BIG SAVINGS IN INSTALLATION COSTS, MAINTENANCE AND LAMP REPLACEMENT 


The Wilson Power Groove Seagull is preferred across 

Canada as the number one industrial lighting fixture. 

Its versatility in lighting applications is recognized 

by illumination authorities everywhere. It is . 

Unexcelied for high bay mounting. 

Unequalled in medium bay installations. 

Unsurpassed for low level lighting in inspection and 
assembly operations, print shops, plant 
offices, drafting rooms, laboratories and 
utilitarian areas. Also available with 
louvres. 


Benefits of the Wilson Power Groove Seagull 

e High light output reduces number of fixtures for a 
given foot candle level. 

e Complete flexibility eliminates primary rewiring 
costs on later fixture adjustment. 


e Fixture adjustable along Wiring Channel at 2 ft. 
intervals. 


e Versatility in hanging: Ice Tong Clamp, Chain, 
Conduit suspension or on ceiling. 

e Removable side reflectors, insert type. No tools 
required. 

e Light distribution: 20% upward; 80% downward. 

e Open top design promotes air draught for self- 
cleaning of lamps and reflectors: cools lamps to a 
more efficient operating temperature. 

e Standard finish of body and reflectors, Wilson 
‘“Tionite 22”’ baked white enamel, (88% reflectance 
minimum). 

e ‘‘Wilsocoat”’ zinc-covered steel for damp and 
humid locations is an optional extra. Reflectors 
available in porcelain enamel. 

e Units can be fused. 

e Available in 4 ft. and 8 ft. lengths. 

e Heavy gauge construction. 

e Available from 110 volts through 550 volts. 


Write for more information 


re 
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Plants: Toronto, Ont., Medicine Hat, Alta. 


J. A. WILSON LIGHTING & DISPLAY LIMITED 
280 Lakeshore Road, Toronto 14, Ontario 


District offices: Montreal, Toronto, Winnipeg. 


Agents: Eric Ackland & Associates Ltd, Vancouver, Edmonton, Calgary. 
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ROSCO STEEL 
FLOOR DECK 


used exclusively in 


b-leL HOUSE 


The 34-storey new head office of Canadian 
Industries Limited, Montreal, is one of the 
most impressive buildings of its kind on the 
continent. In its construction, ROSCO STEEL 
FLOOR DECK was used exclusively. 


In C-I-L House, as in many of Canada’s 
largest and most modern office buildings, 
plants and warehouses, Rosco Structural 
Products are specified because they offer 
unsurpassed flexibility, strength and quality. 

Rosco Structural Products include Steel 
Roof Deck, Steel Longspan Deck, Insulated 
Metal Wall Panels and Steel Floor Deck in 
a complete range of designs and gauges to 
suit your particular requirements. With 
large-scale manufacturing facilities . .. top- 
flight design and application engineering ser- 
vices ... and more than 60 years’ experience 
in metals ...Rosco is equipped to meet 
your specifications and to deliver in any 
quantity on time. 

Rosco Plants and Sales Offices are strate- 
gically located in major centres throughout 
Canada. Call your local Rosco Representative 
now ...he’s always ready to serve you. 


ROSCO METAL PRODUCTS LTD. 


Owner: Dorchester-University Holdings Ltd. 

Architects: Greenspoon, Freedlander & Dunne 

Skidmore, Owings & Merill Associates 

General Contractors: Anglin-Norcross Corporation Limited 
Project Manager: lonel Rudberg 

Rental & Management Agents: The Royal Trust Company 

Consulting Structural Engineers: D’Allemagne & Barbacki 
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whew, 
couldn’t 
wear 
out 
that 
Flexalum 
siding 
in 
10 
years 
ll 


Baked-on Sherwin-Williams finish enables Flexalum 
to make remarkable aluminum siding guarantee 


In aluminum, the Flexalum people were able to 


engineer a lifetime’ residential clapboard 
siding which does away with the periodic repair 
and replacement problems common to ordinary 
clapboard. And in Sherwin-Williams ‘‘Super- 
Clad” vinyl enamel, Flexalum is able to add a 
finish Which eliminates the traditional 3 to 5 year 


Lexalun 


For free detailed literature on the use of Flexalum aluminum siding 


in neW construction, Write to Hunter Douglas Ltd, 9500 St. 
Lawrence Blyd., Montreal, Que. 


house-painting cycle. So enduring is this amazing 
finish, every panel of Flexalum aluminum siding 
is guaranteed in writing by the makers not to 
need paint for at least 10 years! Developing 
“Super-Clad”’ for exterior surfaces is one of many 
ways Sherwin-Williams make building materials 
look better and last longer. 


SHERWIN-WILLIAMS 


Write Sherwin-Williams Company of Canada Ltd, 2875 Centre 


St., Montreal, Que., for technical assistance on any painting 
problems you face. 


Kingston, Bartlett print 
from Canadian Scenery, 
published 1842 
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| 
: NEW RESPONSIBILITY 


Ns SOON AS ONE ACCEPTS THE CHAIRMANSHIP of a 
| À national committee, one becomes acutely conscious 
‘the difficulty of communication in a country as large 
| Canada. The aim of the Committee on Preservation 
| Historic Buildings was, first, to find out what relevant 
|gislation existed in the several provinces, and what 
hartered societies there were whose objectives, like 
tose of the Committee, were the recording of “ancient 
tonuments”, and the preservation of the more impor- 
int. That essential information has been slow in reach- 
ig the active quorum of the Committee which, of neces- 
ity, draws its members from a fifty mile radius of To- 
onto, and is, after a year, far from complete. It may 
yell be that provincial associations and historical groups 
rill have to be visited by the Chairman of the Committee 
iefore we can regretfully assume that the noble heritage 
if any one province is one with Nineveh & Tyre. 

If that side of the Committee’s work has only recently 
hown signs of promise, the Committee itself is greatly 
couraged by its reception in high places and by the pos- 
ibilities for its continued usefulness where expert archi- 
ectural opinion is sought at any level of government. 

At the moment, the committee is engaged in promot- 
ng an exhibition of photographs of early buildings of 
inquestioned merit that will tour Canada, and may turn 
ut to be not uninteresting to those responsible for ex- 
ubitions in an even wider sphere. 

By a rather curious coincidence, the AIA and the 

RIBA are both stressing not only the urgent need for 
preservation of historic monuments, but the essential 
role that the architectural profession can take in a 
national program. A particularly effective speech was 
made by Sir Wm Holford, the President of the RIBA, 
who saw preservation as a particular responsibility of 
the profession as well as a rewarding branch of practice 
for those who made the repair and reconstruction of 
ancient buildings a genuine study. 
The title of the RAIC Committee is, unfortunately, a 
misnomer which is likely, for a long time, to get it side 
tracked by well meaning persons within and without the 
profession. The Committee was engaged to launch a 
really vast program of recording historic monuments in 
a country where only one province, Quebec, had made 
even a beginning. Under the direction of Mr Jean-Paul 
Morrisset, the Province of Quebec has got off to a mag- 
nificent start with several hundred superb photographs, 
and complete historic documentation on each building, 
however humble its use or origin. 

By contrast, our efforts in the rest of Canada are un- 
codrdinated and, often, untabulated, and exist, largely, 
as a result of lay and professional enthusiasm frequently 
outside organized societies. To tap these sources, and 
build up an inventory is the principal work of the Com- 
mittee. If, in its line of duty, it is faced with the problem 
of preservation of a building offered as a gift or threaten- 
ed with destruction, it will use all its efforts and its in- 
fluence to see that the building has a secure and useful 
lease on life. On the other hand, it cannot be too clearly 
stated that preservation is but an interesting and fruitful 
side line to the major task of the inventory. 
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EDITORIAL 


UNE RESPONSABILITE NOUVELLE 


li SUFFIT D’ACCEPTER LA PRÉSIDENCE d’un comité 

national pour prendre conscience du problème des 
communications dans notre vaste pays. Le rôle assigné au 
Comité pour la conservation des bâtiments historiques 
est d’abord de faire le relevé des lois pertinentes dans 
les diverses provinces, ainsi que des sociétés à charte 
qui s’occupent de cataloguer les “monuments anciens” 
et de préserver les plus importants. Ces renseignements 
essentiels ont été lents à parvenir aux membres du Co- 
mité qui, forcément, sont recrutés dans un rayon de 50 
milles de Toronto et dont le nombre est encore loin 
d’être complet après un an. Peut-être faudra-t-il que la 
président du Comité visite les associations provinciales 
et les sociétés d’études historiques avant d’admettre que 
le noble patrimoine de certaines provinces est voué au 
sort de Ninive et de Tyr. 

Si cet aspect de l’oeuvre du Comité ne fait que com- 
mencer à donner des signes de promesse, le comité est, 
par contre, très encouragé par l’accueil qu’il reçoit en 
haut lieu et par la perspective de pouvoir continuer à 
rendre services aux gouvernements, à tous les paliers, 
qui ont recours à ses lumières. 

Le comité prépare actuellement une exposition de 
photos d'immeubles anciens, d’une valeur architecturale 
sûre. Elle fera le tour du pays et pourrait même intéres- 
ser les organisateurs d’expositions d’un caractère plus 
général. 

Par une étrange coincidence, l’AIA et le RIBA se pré- 
occupent eux aussi, actuellement, de la pressante néces- 
sité de conserver les monuments historiques et du rôle 
essentiel que les milieux architecturaux peuvent jouer à 
cet égard dans un programme national. Dans un discours 
très éloquent, le président du RIBA a déclaré que la 
conservation impose des devoir particuliers aux archi- 
tectes, tout en offrant un champ d’activité passionnant à 
ceux qui font de l’entretien et de la restauration des vieux 
bâtiments une véritable spécialité. 

Par malheur, le comité est mal nommé et risque, en 
conséquence, d’être dédaigné même par des architectes 
bien intentionnés. Son premier rôle est de réaliser un 
ambitieux programme de documentation sur les monu- 
ments historiques du pays. Seule la province de Québec 
a déjà fait un premier pas dans cette voie: sous la di- 
rection de M. Jean-Paul Morrisset, elle a déjà réuni 
plusieurs centaines de superbes photos ainsi qu’une 
documentation historique complète sur chaque bâtiment, 
si humble que soient son emploi et son origine. 

Par contre, le travail accompli ailleurs au Canada est 
fragmentaire et, souvent, ses résultats ne sont pas cata- 
logués. Il s’agit surtout d'initiatives prises par des pro- 
fanes et par des professionnels en marge des groupe- 
ments organisés. Le comité a pour tâche première de 
puiser à ces sources et de dresser un inventaire. S'il lui 
arrive d’être saisi du cas d’un bâtiment offert en don ou 
menacé de destruction, il fera tout pour assurer à ce 
bâtiment utilisation et durée, mais on ne saurait trop 
répéter que son rôle de conservation n’est que le complé- 
ment, si utile et intéressant soit-il, de sa fonction pre- 
mière, qui est d’inventorier nos valeurs architecturales. 

E.R.A. 
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THE ROYAL ARCHITECTURAL INSTITUTE OF CANADA 
88 METCALFE STREET 
OTTAWA 4, ONTARIO 


OFFICE OF THE PRESIDENT February 6th, 1961 


To Architectural Firms Practising in Canada: 


Subject: Implementation of RAIC Committee of Inquiry Report 


Committee of Inquiry into the Design of the Residential Environment. It was then 
recognized that the duty of implementing the recommendations lay primarily with the 
Institute, and following meetings of the RAIC-—CMHC Joint Committee last summer, itm 
was decided to launch an appeal to the membership at large to raise a fund of 
$15,000 to make possible the appointment of an administrator at RAIC ne eae 
in Ottawa and the carrying out of a DRE one year program. 


In response to my appeal last September, 144 firms and 540 individual 
architects have contributed a total of $11,070.10, as follows: 


Alberta $1,104.30 Newfoundland $ 73.251 


British Columbia 658.30 Nova Scotia 199.15! 
Manitoba UI OME 2S Ontario 4,991 .70}) 
New Brunswick 300.00 Quebec 2,443.15 
Saskatchewan 228.00 Total . $11,070.10 


To ensure a full year's operation and guarantee success for the program, an 
additional $4,000 is required. This appeal is addressed to the 469 firms who have 
not yet contributed. 


Members are entitled to ask how the funds collected have been employed. 
Contributions defray the salary and office expenses for twelve months of the 
administrator, Mr. E. D. Fox, who is on loan from head office of CMHC, and his 
secretary; the partial cost of publishing 3,000 copies of the Report, travel 
expenses to meetings with interested organizations and component societies, and 
of speakers travelling to address Canadian club and Service club audiences in all 
major cities of Canada. 


I would like to express my appreciation to the Provincial Associations who 
have already established local committees to study and implement the Report. A 
particular word of commendation must be extended to the PQAA for their successful 
residential environment conference in Montreal on December 7th. Since then 
Mr. Fox has directed at Winnipeg a conference of provincial representatives from 
Alberta, Saskatchewan and Manitoba to discuss implementation in the three Prairie 
provinces. A similar conference for Maritime representatives will be held at 
Halifax February 15. The OAA has already begun a series of conferences with 
builders, preparatory to calling a joint technical committee on implementation, 
which will include representatives from other organizations within the building 


industry. 
Yours Sincerely, 


Harland Steele, 
President. 
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L'INSTITUT ROYAL D'ARCHITECTURE DU CANADA 


BUREAU EXECUTIF 


88 RUE METCALFE 
OTTAWA 4, ONTARIO 


-IREAU DU PRESIDENT Le 6 février 1961. 


‘1x maisons d'architectes du Canada, 


Sujet: Application du rapport du comité d'étude de l'IRAC 


A son assemblée annuelle de mai dernier à Winnipeg, notre Institut 
) adopté le rapport de son comité d'études sur l'aménagement des milieux 
ssidentiels et reconnu qu'il lui incombait au premier chef de donner suite 
1X voeux exprimés. Au cours de l'été, le comité mixte de l'IRAC et de la 
CHL a décidé de lancer un appel à tous nos membres afin de recueillir les 
15,000 nécessaires à l'emploi d'un administrateur à notre bureau central d'Ottawa 


t à la mise en oeuvre d'un programme d'un an. 


s 


En réponse à mon appel de septembre dernier, 144 maisons et 540 
rchitectes particuliers ont versé $11,070.10. Voici la liste des montants 
eçus par province: 


lberta $1,104.30 Terre—Neuve $ ome 
olombie-Britannique 658.30 Nouvelle-Ecosse 199715 
anitoba LO0Y2225 Ontario 72) MONS 740, 
ouveau—Brunswick 300.00 Québec 2,445, 15 
askatchewan 228.00 Total $11,070.10 


L'application efficace du programme pendant un an exigera un supplément 
e $4,000. Aujourd'hui, je fais appel aux 469 maisons qui n'ont pas encore 
ontribué. 


Nos membres ont le droit de savoir à quoi ont été employés les fonds 
‘ecueillis jusqu'ici. Nous nous en servons pour acquitter le traitement et les 
rais de bureau pendant un an de l'administrateur, M. E. D. Fox, dont les services 
nt été obtenus de la SCHL, et de sa secrétaire, une partie du coût de 3,000 
xemplaires du rapport, les frais de transport pour assister à des réunions avec 
les organismes et des sociétés intéressés et les frais de voyage d'orateurs 
. des assemblées du Club canadien et de clubs d'entraide dans la plupart des 
randes villes canadiennes. 


Je félicite les associations provinciales qui ont établi des comités locaux 
jour étudier le rapport et y donner suite et, en particulier, celle de la 
rovince de Québec dont le congrès sur le milieu résidentiel, à Montréal le 
' décembre, a remporté un vif succès. M. Fox a ensuite dirigé à Winnipeg une 
Ssemblée de représentants de l'Alberta, de la Saskatchewan et du Manitoba sur 
‘application du rapport dans les provinces des Prairies. Une assemblée du 
jême genre des représentants des provinces Maritimes aura lieu à Halifax le 
5 février. L'AAO a commencé une série d'entretiens avec les constructeurs en vue 
le la formation d'un comité technique mixte groupant des représentants d'autres 


secteurs de l'industrie du bâtiment. 


Le président, 
Harland Steele. 
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FROM THE EXECUTIVE DIRECTOR’S DESK 


“CANADIAN JOINT COMMITTEE ON 
CONSTRUCTION MATERIALS” 


SO MUCH SOLID PROGRESS has been logged by the RAIC- 
CCA Committee on Building Materials since creation of 
the Joint Committee at Toronto last September, that I am 
tempted to refer back to remarks made at page 164 of 
my column appearing in the April 1960 issue of the 
Journal. In a review of the then tentative proposal to 
establish a “Canadian-style Producers’ Council” I posed 
the question “Will we rise to the challenge?” 

I suggested then that the proposed Joint Committee 
“represents an opportunity for the profession to cement 
strong mutually beneficial relations with an important 
part of the construction industry”. The alliance since 
established between the RAIC and the Manufacturers 
and Suppliers Section of the Canadian Construction has 
proved to be worthwhile in every way. 

Among the accomplishments over a five month period 
are the production of a film catalogue on building ma- 
terials and equipment, the approval in draft of a brochure 
to guide manufacturers in preparation of product litera- 
ture, the conducting in early January of a sales seminar 
for architects and sales managers in the Ontario region, 
and a start on formation of architect-producer commit- 
tees in major centres across Canada. The effectiveness of 
the Joint Committee moved one architect member to 
comment recently that the group “has done more in a 
shorter space of time than any other joint committee I 
have known”. 

The Joint Committee held its second meeting at Tor- 
onto on January 21st and the result has been the formu- 
lation of clear-cut terms of reference for the organiza- 
tion, now known as the Canadian Joint Committee on 
Construction Materials. The next meeting of the Com- 
mittee, comprising five architects and five manufacturers 
of building materials, will be held in conjunction with the 
1961 RAIC Assembly at Quebec City on May 17th. 

In the meantime, my question of last April has been 
answered — the profession did rise to the challenge. 
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“COMMISSION MIXTE CANADIENNE SUR LES! 


1 


MATERIAUX DE CONSTRUCTION” | 


de construction depuis sa fondation à Toronto en sep- | 
tembre dernier, je Suis porté à rappeler les réflexions | 
que je faisais dans ma colonne en page 164 du numéro | 
d’avril de notre Journal. En parlant de ce qui était alors | 
un projet d'établissement d’un “Conseil proprement 
canadien des producteurs”, je me suis demandé: “Serons- | 
nous à la hauteur de la tâche?” | 

J'ai ajouté que la Commission mixte projetée “fournit 
à la profession une occasion de nouer avec un importants 
secteur de l’industrie de la construction des relations mu- 
tuellement profitables”. Effectivement, le rapprochement 
qui s’est ensuite effectué entre ’IRAC et le secteur des 
manufacturiers et des fournisseurs de l’industrie cana- 
dienne de la construction a été de tous points de vue — 
bienfaisant. | 

Au nombre des réalisations qui ont marqué la période 
de cing mois écoulée depuis la fondation de la Commis- 
sion mixte en septembre, mentionnons la production d’un 
catalogue de films sur les matériaux et l'outillage de con- 
struction, l'approbation, à l’état de projet, d’une bro- 
chure destinée à guider les fabricants dans la préparation 
d’imprimés sur les produits, la tenue, au début de janvier 
d’un séminaire sur les ventes à l'intention des architectes 
et des directeurs des ventes de la région de l’Ontario ets 
la formation des premiers comités d’architectes et de 
producteurs dans les principales villes du Canada. Im=« 
pressionné par tous les succès remportés par cette Com=M 
mission mixte, un architecte déclairait récemment qu’ellen 
avait “accompli plus en mois de temps que toute autre 
commission mixte que j'aie encore connue”. 

La Commission mixte a tenu sa deuxième réunion le 
21 janvier à Toronto; elle a alors précisé les attributions 
de l'organisme aujourd’hui connu sous le nom de Com- 
mission mixte canadienne sur les matériaux de construc- 
tion. La prochaine réunion de cette Commission mixte,“ 
qui se compose de cinq architectes et de cinq fabricants 
de matériaux de construction, aura lieu à Québec à l’oc- 
casion de la prochaine assemblée annuelle de l’'IRAC, le 
17 mai. 

Déjà, j'ai obtenu la réponse à ma question d’avril der- 
nier: nous avons bel et bien été à la hauteur de la tâche. 
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Model of the Y shaped, 13 storey building, which will be the 
tallest office structure in Saskatchewan. A traffic underpass at the 
ground floor level at the branch of the Y was necessary because 
of the one-way street system in this part of Regina. 


GROUND FLOOR PLAN 
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URBAN RENEWAL 


AN. INTRODUCTION TO URBAN RENEWAL STUDIES 


BY STANLEY H. PICKETT 
ASSISTANT DIRECTOR, URBAN RENEWAL & PUBLIC HOUSING DIVISION 
CENTRAL MORTGAGE AND HOUSING CORPORATION 


qe Planning Study for Kingston draws attention to a form of urban research 
which was brought into being by amendments to the National Housing Act, passed 
by Parliament in 1956. 

An amendment to Section 23 of that Act permitted municipalities to tackle the 
problems posed by slums and blight by acquiring and clearing substandard areas 
with Federal financial participation. Financial aid had been available before 1956, but 
for a more limited range of activities and upon less attractive conditions. 

It was realized that it would be difficult for a municipality to formulate a clearance 
and redevelopment program without a good deal of knowledge about the condition 
of the urban fabric and the housing circumstances of the citizens. For this reason 


amendments were passed to Section 33 of the National Housing Act under which a» 


municipality can apply, with the concurrence of the Province, for a grant from the 
Federal Government towards the cost of an examination of housing conditions and 
a determination of the need for new housing and for urban redevelopment. 

These urban renewal studies, as they are now generally known, are of two types; 
city-wide studies, such as that completed in Kingston, and area studies of a part of 
the city, usually carried out as a preliminary to the preparation of an application for 
aid in redevelopment. Federal grants for these studies may be up to three-quarters 


of the cost of city-wide studies and up to half the cost of detailed studies of limited . 


areas. Over $600,000 has been committed to date for thirty-five studies in thirty 
Canadian cities ranging from St John’s to Victoria in geographical distribution and 
from Port Moody, BC, to Montreal in size. Eight of the studies are of limited areas 
and the remainder are city-wide in scope. Sixteen reports have so far been published 
and, with three or four exceptions, are available from the Cities concerned.* 

The studies have been conducted by the municipalities, and have been directed by 
staff planning officers or town-planning consultants. As the problems facing each 
city are unique, the approaches taken by the studies in pursuit of almost uniform 
objectives have varied widely. There is no standard list of contents. Some indication 
of the range of contents may be obtained from the following contents of a study of 
a hypothetical city prepared for use in an Urban Renewal Seminar in Ottawa in 1959. 
1. Sketch Municipal Plan, i.e. in broad outline only. 

2. Physical survey, including land use, age and condition of buildings and residential 
densities. 

3. Social survey, including density and overcrowding, and incidence of disease, crime, 
fires, etc. 

4. More detailed examination of selected areas and the establishment of priorities for 
renewal. 

5. Sketch proposals for redevelopment, rehabilitation and conservation, and for the 
relocation of people displaced by clearance. 

6. A program for implementation, including timing and the sources of capital. 

Although primarily intended to underlie and support applications for financial 
assistance in carrying out redevelopment projects, the studies have already proved 
themselves to be one of the most valuable sources of information on urban conditions 
in Canada in the middle of the twentieth century. When the reports of all the urban 
renewal studies are available this wider value will be still more firmly established and 
may well become paramount. 


* Halifax, Sydney, Saint John, Moncton, Montreal (Concert Hall Area), Kingston, 
Toronto, Hamiltont, Windsor, Sarniat, Winnipeg (CPR - Notre Dame Area), Winni- 
peg (South Point Douglas), Regina, Trail, Vancouver, Vancouver (East End Area)t 
(+ — not generally available.) 
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ie PLANNING STUDY of Kingston was prepared in 

1958-59 by Gordon Stephenson, then head and pro- 
.ssor of Town Planning, University of Toronto, now con- 
iltant on the campus plan for the University of Western 
ustralia in Perth; and G. George Muirhead, planning 
icer of the City of Kingston Planning Board (to whom 
1e Journal is much indebted for his cooperation in the 
resentation of this review); assisted by John Billingham, 
.RIBA, (who prepared the sketches accompanying this 
rticle) and K. Grace, R. Ollerhead and Mrs E. Mc- 
faster of the City Planning staff. The study was under 
1e general supervision of the Urban Renewal Advisory 
‘ommittee, consisting of J. F. Brown (chairman) and 
). Taylor of the Community Planning Branch of the 
Yepartment of Municipal Affairs; J. McCulloch, P. Dovel 
nd R. Bruce of CMHC; and Aldermen R. Bruce, A. O. 
Jarl (1958), G. Vosper and F. D. Stevens (1959-60). 
the report was presented early in 1960, and the City 
Jouncil has subsequently appointed a special committee 
o expedite study of the proposals. Prof Milner of the 
aculty of Law, University of Toronto, has been retained 
o revise the zoning by-laws; and the planning staff is 
1ow engaged on the new official plan. Because of its 
vealth of historic buildings, Kingston is of special in- 
erest to the RAIC Committee on the Preservation of 
Historic Buildings, and the inventory of them has been 
started by Dr E. R. Arthur, the chairman, (Journal, 
November, 1960, page 495). 


The Plan 
for 
Kingston 
Ontario 


A Commentary on 

the 1960 Report 

Prepared for 

the City Council by 

Gordon Stephenson, MTPIC 
and 


G. George Muirhead, MTPIC 


WALLACE R. BERRY 


The site of the future City was first explored by Champ- 
lain in 1615, and its strategic location was recognized 
early in the westward expansion of the French fur trade 
by the construction of a fort and trading post by Fronte- 
nac in 1673. Fort Frontenac figured in the St Lawrence 
theatre of the Seven Years War and was taken by the 
British forces a year before the fall of Quebec in 1759. 
The importance of the site was reflected in its selection 
for a Loyalist settlement after the American Revolution, 
and the arrival of the first groups in 1784 marked the 
beginning of the future city’s first real development. 

The war of 1812 with the United States brought pro- 
sperity to Kingston through its development into a mili- 
tary and naval base and, too strong to be attacked, it 
escaped the material and commercial damage suffered 
by other British communities on the St Lawrence and the 
lakes. By 1821 it was the largest town in Upper Canada. 
Its position as an important port of trans-shipment was 
further enhanced by the construction of the Rideau Canal 
— an inland waterway connecting Montreal and Kingston 
via the Ottawa River at Bytown, now the City of Ottawa 
— built by the military authorities in 1832 to provide an 
interior route of communication, by-passing the vulner- 
able international section of the St Lawrence, in the event 
of further hostilities with the United States. 

Civic pride and development reached its highest point 
in 1841 when Kingston was selected to be the capital of 
the newly united provinces of Upper and Lower Canada, 
but the new dignity was short-lived. The government was 
moved to Montreal in 1844 and the selection of Ottawa 
by Queen Victoria in 1857, to be the permanent Capital, 
was a severe blow not only to civic pride but to com- 
mercial prosperity. The City’s importance as a military 
station dwindled; the coming of the railways brought a 


Kingston in 1875. 
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But before Kingston’s character and destiny were || 


decline in ship building and in the forwarding trade. | ) 

1 
| 
solid if less spectacular future. Many of the buildings | 
and institutions which today make Kingston a place of | 
architectural and historical interest were constructed in 
these early years. The Anglican and Roman Catholic | 
cathedrals and St Andrews Church; the provincial peni- | 
tentiary and the City Hall and market; the court house, || 
customs house and post office; Regiopolis College, which | 
later became the Hotel Dieu hospital; the Martello |! 
Towers and new Fort Henry, today a museum and a lead- } 
ing tourist attraction; and many fine commercial build | 
ings and residences. Queen’s University, originally in 
corporated as Queen’s College, made its appearance in 
1841; and the Royal Military College was opened in 7 
1876." ._\ 

Although the original forces which contributed so 
greatly to Kingston’s. early development continued to 
decline in importance, they were replaced to a growing 
degree by the establishment of prosperous small in- 
dustries and by Kingston’s increasing role as an educa 
tional and military centre. One of the legacies from its: 
days as a capital was City Park, which had been pur à 
chased as a possible site for the Parliament buildings but 
was later developed as a municipal recreation area, the | 
first of its kind in Canada. The City’s proximity to the | 
Thousand Islands and the commercial and pleasure 
traffic on the Rideau Canal gradually made the tourist | 
industry of increasing importance. The City grew steadily | 
between the wars and was probably less affected by the | 
depression of the ’30’s because of the economic stability | 
provided by its many established institutions. 


changed, the foundations already had been laid for a | 
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DICK HERRINGTON 


P nats ? - ’ : - 
Above: view west from the city centre. In the foreground is the City Hall (the portico has since been 
removed); with behind it the market and right of it the lower main shopping area. Left centre is the block- 
wide buffer of institutional buildings separating Old Sydenham Ward residential area from the commercial 
section. At bottom is part of the waterfront, blighted by rail installations and obsolete buildings. 


Below: Queen's University and, lower right, 
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Left: the City Hall, built 
in 1833-34, during the 
three year period when 
Kingston was the Capital 
of Canada. The architect 
was George Browne. The 
view of the building from 
the waterfront is spoiled 
by the absence of the por- 
tico, which was removed 
for safety reasons in 1956, 
and should be restored. 


Below left: St George's 
Cathedral, begun in 1825. 
The clock tower and por- 
tico were added in 1846, 
and the dome in 1891. 
Architect for original 
building, Charles Robert- 
son, additions, Joseph 
Power. 


Below right: Frontenac 
County Court House, 
built in 1855-56, architect, 
Edward Horsey. 
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SCANNED 56 of 71 
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R. E. HAUNTS 


Below: four of the attractive old Kingston residences 
which the report on the planning study recommends 
should be preserved for their historical and architectural 
merit. Above left, double house, Simcoe St; right, row of 
double stone houses, Earl St; below left, former private 
residence, Brock St, now Elizabeth Cottages, architect, 
Edward Horsey; and right, the Cartwright house, King St. 


R. E. HAUNTS 
Er SITE 


ae 


GEORGE LILLEY 


ROBINSON-HOLDER 


Above: the Murney Tower in MacDonald Park water- 
front recreation area, one of four Martello Towers 
built across Kingston harbor in 1846 to strengthen the 
defences guarding the entrance to the Rideau Canal 


Above left: Kingston’s long-established Market Square, 
with the Police Station and City Hall to the east 
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The Region: political boundaries 
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View from Kingston s western boundary: the new hous- 
ing subdivisions in the foreground; the Old City, distin- 
guished by the presence of mature trees in the background, 
and in between the Aluminum Plant and shopping centre 
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THE AREA OF THE STUDY covers generally the Kingston 
“market area” which extends about forty miles along the 
Lake Ontario waterfront from Adolphustown on the 
west to Ganonoque on the east, and about fifty miles 
north of the City. The population, including the City, is 
101,000. Within this is the community of Greater King- 
ston, centred on the City and including the adjoining 
townships of Kingston and Pittsburgh. It is to this area 
that the physical proposals in the planning study are 


largely confined. 17 


The population within the area is now upward of 
60,000 and studies indicate that by 1980 it will approx- 
imately double in size. 


Because of ample water supply and access to major 
highway, rail and water communications, and favourable 
conditions for industrial and residential development it 


Hi 


is anticipated that most of the future expansion of the 
Greater Kingston will take place in the west and north.M 


The problem is to guide the expansion along practical 
and economical paths and prevent the uncontrolled and 
haphazard suburban development of the past. This in- 
cludes concentration of future residential growth around 


existing centres, the provision of full services and the use « 
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of watershed boundaries to define the limits of service 
development. Also recommended is the adoption of the 
neighbourhood system of planning, so that houses, 
schools, open space and services are properly related. 
Proposals of this nature are incapable of solution on 
a local basis. Some matters need provincial participation; 
others require a regional or co-operative approach. An 
essential preliminary is the establishment of a single, ade- 
quately staffed planning board for the region in the place 
of the present four boards. Out of this could come a com- 
prehensive regional plan, with communities delimited 


Existing Land Use 


and developed in accordance with population and in- 
dustrial growth; development plans indicating zoning and 
density standards; and design and zoning plans for 
neighbourhoods as required. Restraints should be placed 
on premature developments so that planned areas may 
be completed in an orderly and economic fashion. 

The planning principles reflected in these proposals 
are by no means unique; they represent sound and prac- 
tical advice in the light of what has happened to most 
Canadian communities through lack of proper planning 
in the past. 
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IMPORTANT IN KINGSTON’S ECONOMY 


THE SECOND WORLD WAR brought to Kingston its period 
of greatest development. The area became the centre for 
large military establishments and for defence industries. 
Two large industries in particular, the Aluminum Com- 
pany of Canada and the Dupont Nylon Division, were 
responsible for changing the City from a quietly prosper- 
ous educational, institutional and light manufacturing 
centre, with military undertones, into a modern city of 
some industrial consequence. A third large industry was 
added in the post war years when Canadian Industries 
Ltd established a new plant ten miles west of the City. 
Kingston became, in the words of the late B. K. Sandwell, 
“a bulwark of old-world, 19th century quiet gradually 
being surrounded and engulfed by 20th century in- 
dustry”. 

The inevitability of this development is recognized and 

provided for in the plan for Greater Kingston, and the 
factors which are bringing it about are easily recognized 
— the City’s location midway between Canada’s two 
largest urban agglomerations, Montreal and Toronto; 
ample water supplies; the quality of its labour force, and 
good rail, road and water communications. The effect of 
the St Lawrence Seaway is still to be determined, but it 
is not considered likely that the City will become an im- 
portant lake port. 
+ While Kingston’s manufacturing industries have 
grown extensively over the past quarter of a century, the 
Economic Background section of the Planning Study, 
prepared by the Institute of Local Government of 
Queen’s University, shows that the service industries, 
particularly those catering to national, provincial, and 
increasingly to regional needs, such as the hospitals, peni- 
tentiaries, religious and educational institutions and the 
military establishments, are the real basis of the City’s 
economy and ensure its stability. 

In 1951 the percentage of the labour force engaged in 
service industries was 40.3%, a figure much higher than 
that for most other comparable communities, and one 
which has remained practically constant for many years. 
The figures for manufacturing, on the other hand, reveal 


Below: modern shopping centre in the west end, and, in the 
background, the Aluminum Company of Canada plant 


Right: the Dupont Nylon plant, located west of the city 
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ONT DEPT OF HIGHWAYS, H. R. OAKMAN 


Above right: Highway 401, which bypasses the city centre 
to the north, will greatly benefit Kingston’s economy 


its growing importance. In 1931, 14.5% of the labour 
force was engaged in this activity, and by 1951 the per- 
centage had grown to 26.7%. 

A factor in the economy is the general character of 
employment. There is relatively little demand for un- 
skilled labour, the industries employing chiefly semi- 
skilled workers, and institutional employment is, of 
course, of a generally stable and permanent nature, simi- 
lar to the fields of transportation, trade and finance and 
insurance. Earnings, therefore, are generally good, al- 
though there is not a high proportion of high wage em- 
ployment. 

A healthy factor in the economy is the relatively high 
educational level of the labor force, 23.9% having 13 or 
more years of formal education. 

Financially, the City is in much the same position as 
most other Canadian communities which had to increase 
their municipal debt in the post war years to service the 
new areas and build the new schools required by in- 
creased population, and to carry out deferred public 
works. The level of municipal taxation is about average, 
but collections are at a high level. Implementation of the 
recommendations in the Planning Study will require fin- 
ancing out of both current and capital account, but the 
City’s debenture position is considered favourable and 
borrowing capacity should be available if required. The 
urban renewal proposals for the older part of the City 
will improve property values and result in increased tax- 
able assessment on properties where services are already 
paid for. 
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The economic, demographic and physical surveys 
which form the basis of the Kingston study reflects a pat- 
tern of urban development all too common in Canadian 
communities — gradual outward growth, leaving obso- 
lescence and decay at the original centre; uncontrolled 
fringe development beyond the serviced area, and then 
the population explosion of the post war years. 

A housing survey in 1947 revealed an already serious 
situation. In 1952 the city annexed 5,585 acres, with 
9,000 inhabitants, on the northern fringe and extended 
services into the area. Three years ago a federal-provin- 
cial municipal land assembly scheme was entered into to 
provide serviced lots at cost. A 71 unit subsidized low 
rental project was also begun. A serious sub-standard 
housing problem still exists, however, centred on the 
eastern section north of Princess Street, the main east- 
west artery, and is the subject of proposals in the plan- 
ning study. 


Below: the Market Square, existing and proposed 


The construction of Highway 401, which now permits 
through traffic to bypass the city to the north, has relieved 
much of the heavy traffic congestion (and made the area 
astride Princess Street a much quieter place in which to 
live); and traffic recommendations should alleviate much 
of the remaining congestion. 

One of the most serious problems is parking. Modern 
facilities are very necessary, including better utilization 
of space in the interior of many of the city’s downtown 
and residential blocks. 

Much thought has gone into renewal of the residential 
and commercial areas. Many of the older residential 
streets have a mixture of indifferent to bad — and good to 
historically and architecturally worthy dwellings. The 
lower end of the business and commercial district is a 
dreary prospect of blight and decay. Examples of what 
might be done by way of rehabilitation are contained in 
the Report, and a selection of them follows. 
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Proposed Waterfront Improvements: top, the existing con- restoration of City Hall park, and a marina for pleasure 
dition, City Hall in background, and below, sketches of pro- craft. Diagrams of the existing condition and proposed im- 
posed improvements, which include removal of the rail yards, provement are shown at top of opposite page. 


1961 Atpnsqay ‘DIVY fpusnog 


SY 


}z| 


Verde 
PRINCESS 


— = == = 


The Waterfront, existing condition 


The Waterfront, proposed improvements 
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Princess Street: 

The sketch below suggests 
a number of improvements 
designed to make the 
City’s main shopping 
street more attractive 

and convenient, including 
shop facades and 
co-ordinated street 
furniture and shop signs. 


Suggested 

shopping area 
development, 
Montreal street. | 
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Pedestrian 
connections to 
Princess street 
from car parks 
in the blocks 
between Brock 
and Princess. 


R. E. HAUNTS 


Proposed 
pedestrian mall, 
Princess street 
between King 
and Ontario 
streets. 


R. E. HAUNTS 


P, OLLERHEAD 


Suggested 
treatment in 
vicinity of 
St Andrew’s 
Church, 
Clergy street 
area. 


50 


Ward 


R. E. HAUNTS 


Existing housing, Bagot street, Sydenham 
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Urban renewal, with preservation of buildings of architectural or histori- 
cal merit in Sydenham Ward; existing condition above, and proposals 
below, which include closure or diversion of some streets, housing de- 
velopments of contemporary design and off street parking facilities. 


OPEN SPACE 


Contemporary housing development for Syd- 


enham Ward, as proposed in diagram at right. 
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A successful conversion at Gore and Wellington 
streets. The original accommodation of eight 
rooms and a bathroom has been converted to 
one three bedroom and three two bedroom 
apartments. Architect, Selwyn Cooke. 
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Centre and lower left: perspec- 
tive and plan of the Hôtorget. 
On the plan pedestrian areas are | 
shown light grey, and roof gar- | 
dens dark grey. Curving broken | {| 
lines indicate subway and exits. | , 


Stock holm 
‘es 
City ee 


Centre 


by Henry Fliess 
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/ = 
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ie VISITING ARCHITECT cannot help but be 

impressed with the building activity in 
f Stockholm; it is comparable with the tremen- 
dous expansion which is taking place in our fast- 
growing Canadian cities. Whichever direction 
one travels, intense building activity is taking 
place and in the centre of the city the whole sec- 
tion between the Concert Hall and Hamngatan 
is an area of rubble and debris of the demolished 
old buildings, out of which the new town centre 
is beginning to rise with its pedestrian streets 
and its slab type office buildings. 
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| However, what impresses the visitor most is the 
orderly process in which this development is taking place. 
The growth of Stockholm has been positively guided by 
the City of Stockholm Planning Department under Sven 
Markelius. Functional planning has been combined with 
a three dimensional study of all new areas. The City 
Planning Department has constructed models of every 
new phase of development, setting out the shape and 
height of buildings and their relationship to each other 
and to open green spaces. The basic outline of this three 
dimensional concept must be followed by all developers. 


Particular attention has been given to the relationship 
of the new communities to the rapid transit and express 
road system, so that the cores of the new communities 
occur always at rapid transit stations and are connected 
to the downtown area and to each other by a first class 
rapid transit system. The construction of the new com- 
munities takes place simultaneously with the rapid transit 
lines. All the new communities will have neighbourhood 
shopping and community facilities, and three large re- 
gional shopping centres have been planned to serve the 
new suburban areas — one at Vallingby has been in oper- 
ation for several years, and another at Farsta has just 
been completed. 


The most interesting development, from a planning 
point of view, however, is the redevelopment taking place 
in the town centre. Here the old and obsolete commercial 
structures, consisting mainly of converted residential 
buildings, are being torn down and replaced by new shop- 
ping facilities and office buildings. The redevelopment of 
the downtown area was started on the one hand as a re- 
sult of the traffic conjestion in that area, which urgently 
required the provision of a better traffic solution, and 
on the other hand because of the need for a new and 
more effectively planned commercial core. New building 
has been prohibited since 1912 in the area between the 
Concert Hall and Hamngatan to permit the construction 
of an underground rapid transit system and a new road 
system. The city of Stockholm has extensive laws giving 
it the power of expropriation of private land for pur- 
poses of redevelopment, and the city was able to buy 
most of the needed land between 1912 and 1950. The 
general planning was carried out between 1945 and 1955 
under Sven Markelius, in the capacity of town planning 
director, with architect David Helldén as the closest col- 
laborator, and is now being completed under the leader- 
ship of town planning director Goran Sidenbladh, in col- 
laboration with chief architect Torsten Westman. 


Different architects have been selected for each of the 
office blocks and this should give the new core added vi- 
tality. The following architects are responsible for the 
office blocks: 


First block — David Helldén 

Second block — Anders Tengbon 

Third block — Professor Sven Markelius 
Fourth block — Lars Erik Lallerstedt 
Fifth block — Backstrom and Reinius. 


Journal RAIC, February 1961 


| 


Mas «UN eS 
Au des d'a 
SR en ee i Bd 


This is a 


Rapid transit station and local shopping centre. 
photograph of a typical relationship of rapid transit station, 
shopping centre and community facilities, with the point 
blocks and apartments always located near the neighbour- 
hood centre and row housing and detached houses forming 
the perimeter of the community. 


The whole centre is expected to be completed by 1964. 


The city had originally intended to carry out the en- 
tire building program, but it was later decided to let pri- 
vate companies carry out a large share of the redevelop- 
ment. The city has been responsible for the building of 
the two-storey stores and the first office block. Three 
private companies, some specially formed for the pur- 
pose, are leasing the remainder of the land and are erect- 
ing the other office blocks. 


The plan provides for an underground transit system 
and new surface and underground traffic arteries com- 
bined with underground parking facilities for 700 cars, 
underground loading and servicing for stores and office 
buildings, and an underground service station. 


The basic concept of the new development is a two- 
storey podium of stores, pierced by pedestrian streets 
and malls, out of which will rise five office slabs 18 
storeys high. The concentration of office accommodation 
into five high buildings makes possible the creation of 
large open spaces and the provision of adequate light and 
air into the new commercial core. By the creation of a 
vast connected area of roof gardens above the second 
floor level of the stores and the podium of the office build- 
ings, a new and vital pedestrian area will be created 
which, by means of paving, plant beds, flower boxes, 
colourful awnings and umbrellas, provides a new area for 
relaxation for both shoppers and office workers. At this 
level cinemas and cafes will be located. Stairs will pro- 
vide access between ground level and roof gardens and 
pedestrian bridges will connect the various roof gardens 
to each other. 


Throughout the new downtown core, pedestrian and 
automobile traffic is separated as much as possible. In 
the case of the Beridarbanan, the traffic circle where the 
major traffic arteries meet, this has been achieved by a 
separation of levels, permitting the traffic to flow con- 
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Right: the terraces between the first and sec- 
ond high rise office buildings, and the bridge 
over the “Sergelgatan’’. 


Below: the stores on the right are under the 
first high rise office building (see photo upper 
right). 


HELLDEN 


HELLDEN 


ay: pedestrian 
nall at ground level 
“between first and sec- | = 


lond office block 
| 
| 
| 


HELLDEN 


HELLDEN 


Right:the first high rise 
office building, archi- 
tect, David Helldén. 


55 


Journal RAIC, February 1961 


HELLDEN 


tinuously around the circle governed by carefully timed 
traffic lights, while the pedestrians coming out of the 
underground transit station can move freely through the 
large paved space at the lower level with its shops and 
restaurant. Movement between the two levels is by a 
broad staircase, ramps and escalators. The centre of the 
traffic circle will be completely flooded with water to 
form a large pool with a fountain, lighted from below by 
250 plastic copulas. 


One-storey below street level at Hôtorget (the square 
in front of the Concert Hall) the new market hall is lo- 
cated directly under the market square, and approached 
by escalators and ramps. 


The first section of the new core was reaching com- 
pletion when I was in Stockholm. A large section of the 
shopping street and two of the office blocks were reason- 
ably complete, and the general pattern and character of 
development was beginning to emerge. 


The new commercial core will provide not only great 
delight for the pedestrian but also an attractive link be- 
tween the market square and the Hamngatan, a major 
shopping street. The newly constructed pedestrian street, 
the Sergelgaten, recreates, in a modern way, the narrow 
shopping streets of Stockholm and by the widening and 
opening up of the street provides pleasant spacial con- 
trasts and open spaces for relaxation and outdoor eating. 
The second pedestrian level, two storeys up, was only 
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2! 
partially completed, but it was already apparent that i 
would add a new dimension of open space to the down-} 
town area, which will be of tremendous value and will | : 
be a pleasant place for relaxation between work and}) 
shopping. 


The architecture of the first two levels of stores and |) 
offices has a crisp modern character, which is most ap- | 
propriate to a modern shopping area; the office blocks |) _ 
appeared to lack the elegance of the best Swedish work |) _ 
and seemed to suffer from the influence of the American } 
curtain wall. The main concept, however, overshadows |; 
any minor faults and the architects and planners have | 
achieved a modern town centre which is equalled only |) - 
by the Lijnbaan in Rotterdam. I feel sure that it will}, 
become one of the models which will serve as a guide 
to the planners of future downtown redevelopment. 


Upper left: the first and second high rise office buildings, 
with the concert hall seen lower right. 


Below: section through the northern most multi-storey 
building, with elevator shaft, shops and basements 
a, b and c. 
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| Above: view of Beridarbanan showing lower pedestrian span 
with elevated road leading to traffic circle 
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Below : pedestrian space located below the last office block 
overlooking the traffic circle 
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1961 Assembly Seminar 


“THE ARCHITECT AND THE BUILDING COMMUNITY |. 


The four distinguished representatives of the construction industry | 
who will participate in the seminar at Quebec in June have been 
invited to discuss their views on the subject in the four issues 


By P. M. Butler, MEIC, P.Eng, 

General Manager and Vice President, 

Angus, Butler & Associates, Edmonton 

Member, Architect-Engineer Joint Board of Practice 


IT IS VERY GRATIFYING to see the vibrant insurgence of 
enthusiasm that the RAIC has unleashed. The present 
trend to betterment of public relations with a positive 
approach to community affairs and planning, etc is excel- 
lent. The architect is a very real factor in our culture; 
and his position carries with it real responsibilities. 

I welcome this opportunity to express an engineer’s 
views. Having worked with so many of your members 
across Canada I feel that I can speak frankly. This seems 
to be the age of commissions — what with commissions 
on planning, commissions on government, commissions 
on taxes, etc. It has suddenly occurred to me that perhaps 
what our two professions need most would be a commis- 
sion on “professionalism” and the proper operation of 
our two societies. 

We are now entering the 1960’s and there is no reason 
why we could not make it a golden one for architecture 
and engineering. 

To me, a lot of the present day architecture and engi- 
neering has suffered from being a copy of what we see 
in the United States. As we extend mass production 


58 


of the Journal preceeding the assembly. 


facilities into our buildings, schools, etc, they are be- 
coming too stereotyped and commercialized. I do not say 
this is all the architect’s fault; I feel there is as much 
blame to be placed on the engineer as well. It is time that 
there was more imaginative and bold thinking on the 
part of engineers. I believe it would be opportune for the 
two professions to give a lot of study to developing what 
could be easily recognized as Canadian architecture and 
engineering. We have many basic climatic and environ- 
mental conditions in this country that are vastly different 
than most and to copy construction techniques that are 
being used elsewhere is not practical. This could be the 
work of a joint commission on design, research and edu- 
cation. 


I liken the role of the engineer to more that of a co- 
ordinator. Just as an architect is a co-ordinator of the 
various building sub-trades for the client, the engineer 
must be the co-ordinator of the engineering sub-contrac- 
tors, suppliers and general contractor for the architect. 


With the complexity of modern day structures it is 
virtually impossible for an architect to be familiar with 
all the details pertaining to the engineering systems in- 
corporated into the design, let alone advise the client on 
their operation and cost. In earlier days few problems 
were encountered, since the structure usually consisted 
of a shell into which the client added a light or two and 
a “Quebec Heater” as he needed, and ventilation con- 
sisted of opening windows. Now we have innumerable 
systems to confuse everyone concerned. Such terms as 
“low velocity”, “high velocity”, “induction system” and 
“fan coil system” are getting commonplace. It is a must 
that team work be evidenced right from the first day an 
architect is commissioned. All must realize the import- 
ance of the clients requirements both building and 
budget. Many studies must be made separately and joint- 
ly not only architectural layouts but structural, mechani- 
cal and electrical before final ones can be selected. With 
the rapid development of new materials and equipment 
it is essential that all parties keep abreast of them. 


Most architects realize that if they hire competent 
consultants they more than earn their modest fees. I per- 
sonally recommend the early commissioning of engineers 
through to their full supervision of the project, and, in 
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the case of the mechanical trades, this includes con- 
) truction and guidance of owners’ personnel on the oper- 
ation of the completed project. 

| I believe the most important issues that face us to-day 
* n architect-engineer relations are “The Package Deal”; 
Fields of Practice; and Public Relations. 


| 1. The Package Deal: This is not new; it has been prac- 


\ticed in various forms for several years. However, it has 
of recent times, as we all too well know, become in- 


creasingly popular. I believe the time is ripe for our pro- 
_fessions to jointly make an unbiased study of this practice 


and devise some ground rules. Whether we like it or not, 
I am firmly convinced it is here to stay. 
I believe the following observations are important. 
(a) From the client’s viewpoint, he is able to know in 


‘advance the ultimate cost of his building and/or the 


lease-back cost. He is saved the frustating experience of 
dealing with city planners, inspectors and designers, but 
more important he does not need to put up any capital 
and is able to devote his own capital and time to his own 
business, which is probably more rewarding. 

(b) I believe we as designers have been partly responsi- 


| ble — in all too many cases the cost estimates have been 


inaccurate, with the result that buildings have not been 
as efficient or as economical as required. 

However, I feel the changing financial situation, and 
not the idea of eliminating professional fees, is the main 
factor. I believe it is up to us professionally to extend our 


| services — that is, not only must we be giving our client 


consulting advice on the building design and construc- 


| tion, but we must be in a position to advise on financing 
and economic planning. 


I am convinced there is a role for the professional 
architect and engineer to play in the “package deal” and 
that with due consideration the role would not be an 
unethical one. Why should there be a promotor? Is there 
any reason why he could not be a “management con- 
and be a respectable professional person, 
architect, engineer, accountant or lawyer? 


2. Fields of Practice: X subscribe to the theory that this 
is the age of the “specialist”. Whereas there are some 
very large integrated architectural-engineering firms 
practising in this country; “largeness” does not neces- 
sarily imply efficiency or better design. Having spent the 
last 15 years in the mechanical and electrical fields, I 
find that, with the complexity of modern buildings, this 
field is indeed too large, and serious consideration is 
being given to specializing, primarily in the field of air 
conditioning. Certainly I would not recommend an in- 
tegrated firm being considered under thirty persons. This 
is primarily because it would be difficult to obtain suffici- 
ent personnel adequately familiar with all phases of de- 
sign. There would be more occasion to compromise good 
design for expediency, particularly with respect to engi- 
neering. In my opinion the “engineering would be only 
as good as the architectural principles understood and 
appreciated engineering design”. 


Who should take the overall commission and respon- 
sibility, I suggest, is of little overall consequence. I sub- 
scribe to the theory that whoever is best qualified should 
assume this role. Normally, I would think there should 
be no question that the architect would be the logical 
one. 

The architect, by training and subsequent experience, 
has the diplomacy and “savoir-faire” to properly deal 
with clients. However, this relationship will only be toler- 
able if the architect keeps abreast of the times and pro- 
fessionally treats his engineering colleagues as “equals”! 
When wrangling between our professions develops, we 
create a condition that is opportune for “the package 
dealer”. 


3. Public Relations : This is as important to our profes- 
sions as to any political or industrial concern. At this 
point it would be opportune to congratulate the RAIC 
on its recent successes. The Institute’s Committee of In- 
quiry into Design of the Residential Environment was 
most commendable. In a like manner the architects in 
Alberta have gained immeasurably in their recent public 
presentation of a brief to the Edmonton Planning Advi- 
sory Commission, as well as in the local chapter’s prepa- 
ration of a scale model of the proposed downtown area. 

An indication of the closer liason of our two profes- 
sions is the establishment on a national scale of the Joint 
Architect-Engineer Committee — “To maintain and fur- 
ther develop proper relations between Architects and 
Engineers.” 

In Alberta, we have established the Joint Board of 
Practice on a continuing basis and their main endeavour 
at the present is the preparation of a guide to the Joint 
Rules of Practice. 

I would like to close with the summary of the Banff 
1960 session as reported in the April, 1960 Journal. 

“If we are to continue to hold (or should we say re- 
gain?) the respect of the public and of our friends in the 
allied professions, we must put our own house in order. 
This will demand far greater discipline and responsibil- 
ity in the fields of design and building technology with, 
as a necessary corollary, considerably improved educa- 
tional standards; a firmer adherence to ethical values; 
and a greater awareness of public responsibility. 

“We must not pretend to be men of vision, but be men 
of vision if we are not to lose ground to those who would 
seek to assume leadership in the broad field of environ- 
mental design”. 

Finally, the Gordon Commission has forecast that 
Canada will rebuild itself in the next forty years! This 
job must be done by the engineers and architects work- 
ing as a team; there is simply no one else to do it. That 
is why our two professions must continue to bend every 
effort, both on the national and local levels, to promote 
good ethical practice through strong registration laws, 
logical local building codes, and sensible regulations. 
With continued competence in our separate fields, we 
must strive to work together in harmony and mutual 
respect. 
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VIEWPOINT 


‘Does the practice of city building 
departments correcting architectural drawings 
submitted for building permits and advising 

on suitable mechanical and structural 
solutions to building problems constitute 
an infringement of professional practice ?” 


(continued from last month) 


We had not been aware that Building Departments 
advised on mechanical and structural solutions to con- 
struction problems. This certainly would constitute an 
infringement on the rights of the designer, whether he be 
architect or engineer 

Making corrections to these and architectural draw- 
ings is another matter. The point is not whether a Build- 
ing Department has the right to make such changes: 
rather it is whether it is a good thing to make architects 
conform with rigid codes, regulations, and the inevitable 
whims of their interpretation. Unfortunately the trend 
seems to be towards an increasing number of authorities, 
not only Building Departments, having jurisdiction over 
some aspect of building, and an increasing array of speci- 
fic requirements to be met. 

The problem is that each such body initially estab- 
lished a set of rules as guides to be applied to the wide 
variety of building problems. So often these seem to have 
become a set of rigid rules, with deviations either impos- 
sible or made with great difficulty. There even are situ- 
ations where these requirements are known only to the 
authority concerned: unwritten rules of office policy or 
regulations not available to the public in published form. 

The total situation now seems to render it almost im- 
possible for an architect to know precisely what is re- 
quired of him by all of the people having jurisdiction over 
construction. Assimilating the published literature itself 
would be a fulltime occupation; a crystal ball would be 
necessary to know the unwritten requirements. 

Aside from knowing the rules, what recourse does he 
have against implementation of some official request 
which he considers purely arbitrary? Examples of these 
strange policies occur in every practice. Too, this year 
for us were a fire chief wanting a paved road to each 
hydrant on a hospital lawn, and a junior in the Building 
Department wanting tensile reinforcement of a concrete 
dome. The thing which we think has been forgotten is 
that when dealing with architects and engineers, these 
bureaus are talking not to laymen towards which most 
of the regulations are slanted, but to professionals whose 
aim is the same as theirs: to eliminate hazard and to pro- 
duce sound construction. We do not need to be rigidly 
controlled: intelligent guidance however is desirable, 
since these governmental bodies should be the ultimate 
experts in their individual fields. 

We are quite capable of understanding, and do know, 
the bulk of the various codes extant. As professionals 
what we need is not to be told exactly what must be done, 
but instead have existing regulations applied intelligently 
to the problem in hand, and varied from the written word 
if good sense so indicates, Presumably all of us would be 
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delighted to discuss ( our plans at an early stage with any | ye 
number of authorities, provided we could expect this |)“ 


considered treatment and the arrival at policies which | 
would be unchanged through the duration of the job 
Too often these meetings occur with a junior member of 


the authority concerned, and we later find changes of |} 
policy or implementation of minutia required when ap- | ie 
plication is made for official approval of the final docu- |} ° 


ments. 


To now answer the original question, changed to read |} ° 
“authorities” instead of “building departments” chang- |: 


ing architects plans. We believe that there is an infringe- 
ment on professional practice at present, not so much by 
correcting the drawings, as by insufficient consideration 
being given to alternatives in the regulations and codes. 
Whether this can be rectified obviously rests within cei 
authorities themselves. We can only hope. ap 

Herbert Agnew, Toronto il 


LEGAL NOTES 


EDITED BY DC. HALDENBY 


The Architect's Role in a Building Contract 
BY JACK BATTEN 


“Legal Notes” was introduced in the Journal in the issue of 
January 1961. The first two articles have been written by 
Mr Batten, a member of the Toronto firm of McLaughlin, 
Macaulay, May & Soward. The Journal would like the re- 
action of the readers to this column, and would appreciate 
receiving any suggestions regarding subjects for future 
articles. As the object is to cover a broad field of legal sub- 
jects, I am of the opinion that the column would benefit — 
considerably if the members of the various provincial asso- 
ciations would discuss future articles with their legal ad- 
visors and have these legal advisors submit articles which 
they feel would be of general interest to the architects 
throughout Canada. DiC Je 


LMOST FIFTY YEARS AGO, in an English House of 
Lords case called Hickman & Co v. Roberts, Lord 
Shaw of Dunfermline described “the position of an archi- 
tect in a building contract” as “one of great delicacy”. 
And the delicacy, according to his Lordship, lies in the 
peculiar duality of the role the architect must take as an 
arbiter between the owner-builder, who has hired him, 
and the contractors, who depend on him for certificate 
approving their work. “He is placed in that position to 
act judicially,” wrote Lord Shaw, “when, to the knowi- 
edge of both parties, the person who is his master and 
his paymaster is one of the parties to the contract.” 

Certainly, few arbitrators are called on to perform 
their duties under this kind of pressure, and an architect, 
when he assumes this function, must act, and appear to 
act, with impeccable impartiality. Naturally enough, in 
a few instances in England and Canada, one or other of 
the parties to the building contract has doubted the archi- 
tect’s complete lack of bias, and this has given the courts 
an opportunity to consider, in legal terms, the precise 
standards which an architect must satisfy. 

In one of the most quoted cases, the decision in Hick- 
man v. Roberts, an architect, on whose certificate all 
payments were to be made, refused to approve a final 
certificate on the instructions of the owners, who were 
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he having financial troubles. The evidence in the case reveal- 
“Med a series of letters in which the architect insisted to the 
owner that the certificate must be issued while the owners 
equally insisted that the architect “must reduce the 
account as much as possible”. This correspondence 
‘caused Lord Loreburn in the House of Lords to com- 
\ ment that “— the real error of Mr Hobden (the architect) 
. was that he mistook his position; that he meant to act as 
_ a mediator; that he had not the firmness to recognize that 
_ his true position was that of an arbitrator and to repel 
_ unworthy communications made to him by the owner.” 


Above all, said Lord Loreburn in awarding judgement to 


_ the contractors, an architect in the position of an arbitra- 
tor must demonstrate “judicial independence.” 

In a later Canadian case, Brennan v. City of Hamilton, 
an arbitrator demonstrated all kinds of “judicial indepen- 
dence”, but it hardly did him very much good. This case 

| involved a claim for extras on a sewer job, and under the 
contract, the City Engineer’s decision on all work and 
materials was to be final. When he approved the addi- 
tional work and submitted the bill to the City’s Board of 
Control for payment, the Board opposed his decision 
and, while the Engineer “allowed the contractor all the 
extras I could fight through the Board,” in the end he 
refused to grant the final certificate in full. The court 
declared that the Board’s “improper” methods forced 
the engineer into a position where he was no longer “an 
impartial and indifferent arbiter between the parties”, 
and judgment was given to the contractor for the extra 
amount claimed. 

These cases should not be taken to imply that the 
owner is forbidden from taking any part in the architects 
decisions, or that the architect, in turn, must righteously 
ignore any ideas that the owner may suggest. It is true 
that undue pressure on the architect may invalidate his 
decisions; still, as the court in an Ontario case, Wallace 
v. Northern Ontario Railway Company, pointed out: 
“The employer has the right to direct the attention of the 
certifying official, before he certifies, to alleged defects of 
performance, and to ask for care and diligence in the 
discharge of his duty.” 

The cases shouldn’t be interpreted, either, as indicat- 
ing that the owner always represents the damaging in- 
fluence. In a fairly recent case, Kerr v. Harrington, the 
owner was instead the victim of some rather hastily con- 
sidered decisions by an architect. The contractor on this 
job, which involved renovations to an apartment build- 
ing, had done a great deal of work for the architect in the 
past, and he apparently allowed his confidence in the 
contractor to overrule his own best judgment. The own- 
er’s most serious objection was that the architect had ap- 
proved a superintendant’s wages for seven weeks on the 
job, which only required three or four other workmen. 
The court substantiated all of the owner’s complaints, 
and found, in reviewing the architect’s conduct, that “— 
he approved the (contractor’s) charges mechanically, and 
— it cannot be said that he acted impartially because in 
effect he was allowing the contractor whatever he 
charged without considering the rights of the owner.” 

Another recent case, Brennan Paving Company Limi- 
ted v. The City of Oshawa, a judgment of Chief Justice 
McRuer of the Ontario High Court, will probably be- 
come an important authority in this field because of its 
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detailed examination of the earlier English and Canadian 
decisions. The case was concerned directly with the 
duties of a supervising engineer under a contract for road 
repairs, although, in his Lordship’s words, “what I say 
applies equally to an architect”. The contract provided 
in the usual terms that no money was to be payable for 
work done until the engineer had issued his certificates, 
and there was, furthermore, specific provision in the con- 
tract for the basis on which payments for the various 
phases of the work was to be calculated. The engineer, 
however, chose to make his calculations on another, 
extra-contractual, basis — partly, one gathers, in an effort 
to cut down costs which had begun to run over the city’s 
budget. Instead of computing the quantity of gravel and 
asphaltic wearing surface that went into the road on a 
net weight basis, as called for by the contract, he made 
his own computation based on the area covered, and in 
doing so, said the Court, “in putting another interpreta- 
tion on the plans and specifications — he was acting arbi- 
trarily and not judicially, and that is beyond his powers”. 
The contractor was therefore held not to be bound by the 
engineer’s certificate, and he was awarded judgment for 
an amount calculated according to the contract pro- 
visions. 

These few cases at least begin to suggest the heavy 
responsibility that the architect must assume when he 
acts, however briefly, as an arbitrator. It is probably only 
human that both parties, owner and contractor, should 
attempt to influence the architect, who is certainly the 
man in the middle, but if their suggestions take on an 
element of undue persuasion, then the courts are entitled 
to set aside or revise his certificates on the grounds of his 
partiality. 


INSTITUTE NEWS 


RAIC Executive and Council Meet in Toronto 


Members of the Executive Committee and the Council 
of the RAIC met on consecutive days at Toronto on Fri- 
day and Saturday, January 20 and 21, to review Institute 
progress made during 1960, and to assess the program 
of activities for 1961. The January 21st meeting of 23 
Council members, representing all Provinces except 
Newfoundland, was the first session in several years, 
apart from those held in conjunction with RAIC Annual 
Assemblies. 

The Council received an up-to-date report on 
measures being taken by the Royal Institute to imple- 
ment the 1960 Report of the Committee of Inquiry into 
the Design of the Residential Environment. 

The next meeting of the RAIC Executive Committee 
will be held in Ottawa on Friday and Saturday, April 7 
and 8. 


CBC TV Series on Architecture in March 


A series of three half hour television programs in the 
CBC “Explorations” series dealing with three aspects of 
architecture will be seen on the national network in 
March. 

“Architecture for Worship” will be seen Wednesday 
evening, March Ist; “Architecture for Learning”, March 
8th and “Architecture for Recreation”, March 15th. 
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The programs were prepared in consultation with Dr 
Thomas Howarth, Director of the School of Architecture, 
University of Toronto, who also acts as commentator. 
The producer is Vincent Tovell; the scripts were written 
by Ronald Hambleton; and the art director is Leo 
Rampen. 

RAIC members are especially invited to view the pro- 
grams and individual comments will be welcomed. 


RAIC and AIA Senior Officers Meet 


The annual exchange visit of senior American and 
Canadian Institute officers, inaugurated last winter in 
New York when Canadian officials met their US counter- 
parts, continued this year when AIA President Phil Will 
(F) of Chicago, Vice President Henry L. Wright of Los 
Angeles, and Executive Director Edmund Purves of 
Washington visited Toronto January 20th and 21st for 
discussions with RAIC heads on mutual programs and 
probiems. The visitors were met by President Harland 
Steele (F), Vice President John L. Davies (F), Honorary 
Secretary Dr F. Bruce Brown (F), and Executive Direc- 
tor Robbins Elliott. 

The officers were guests at the annual dinner of the 
Canadian Construction Association in Toronto on the 
evening of January 21st. The following morning they 
visited the offices of John B. Parkin Associates and were 
taken on a tour by Mr Parkin before leaving on their 
return journey. 


PHOTO 


RUSSLER 


Left to right: President Harland Steele; Philip Will, Chicago, 
AIA President; John Lovatt Davies, RAIC Vice-President; 
Robbins Elliott, RAIC Executive Director; Henry L. Wright, 
Los Angeles, AIA First Vice-President; Edmund Purves, 
Washington, AIA Executive Director; and Dr F. Bruce 
Brown, RAIC Hon Secretary. 


UK Summer School for Study of 
English Architecture 700-1540 AD 


The Courtauld Institute of Art of London University 
announces that a Summer School for the study of English 
Architecture during the period 700-1540 AD will be 
held in Bath, England from July 22nd to August 5th, 
1961. The school provides an opportunity for those wish- 
ing to make a detailed study of English architecture and 
sculpture of the period, and is primarily intended for 
students and specialists. 

The course will include visits to the great cathedrals 
of the West Country, to major abbey churches, and to 
castles and medieval manor houses. Students will stay at 
Somerset Place, one of the Georgian crescents for which 
Bath is famous. The number of students is limited to 
thirty. The all-inclusive fee is 45 guineas ($135). Mem- 
bers desiring further information should apply im- 
mediately to Charles J. Robertson, Hon Treasurer, 
Combe Hay Manor, Bath, England. 
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Journal Assistant Editor for Maritimes (i 


Lester J. Page of Halifax has been appointed Journal LU 
Assistant Editor for the Maritime Provinces. He succeeds ||) 
W. W. Alward of Saint John, NB. Mr Page, who re- |} 
cently assumed the position .of Municipal Architect for |) 
the Municipality of the County of Halifax, was born in |} 
Saskatchewan, but has lived most of his life in Halifax. |) 
He studied science and) 
engineering at Dalhousie |} 
University, and took his |) 
architectural training at ||) 
the University of Mani- |} 


He joined the RCAF in |} 
1951 and served with its || 


throughout Canada and || 


Chief Instructor of 615 || 
Bluenose Squadron Air |f 
Cadets, 
rank of Flying Officer. 

Mr Page is honorary secretary of the Nova Scotia Associ- 
ation of Architects, and a member of the Ontario Asso- 
ciation. He is active in RAIC affairs, being an NSAA 
representative to Council, and he is also the Province’s 
representative on the RAIC Canada Centennial 1967 — 
Planning Committee. He resides at 22 Glenn Drive, | 
Wedgewood Park, Halifax County. 


Lester J. Page 


National Capital Commission Appoints 
General Manager 


Eric W. Thrift, Director of the Metropolitan Planning 
Commission of Greater Winnipeg for 15 years, has been 
appointed general manager of the National Capital Com- 
mission in Ottawa. He is succeeded by S. George Rich, 
former chief planner on the eye staff. 

' Mr Thrift is a graduate of 

the School of Architec- 
ture of the University of 
Manitoba, where he was 
awarded the Manitoba 
Travelling Fellowship in 
engineering and architec- 
ture. He later obtained 
his M.Arch degree at 
MIT, where he also won 
a graduate scholarship. 
He was technical adviser 
on planning for the Post- 
War Planning Committee 
of the Government of 
Eric W. Thrift Manitoba. 
Mr Rich, after wartime service with the Royal Artillery, 
completed his architectural training in England, and was 
a member of the planning staff of Crawley New Town 
before coming to Canada in 1952. He practised architec- 
ture in Toronto and Winnipeg before joining the Winni- 
peg planning staff in 1954. With the recent establishment 
of metropolitan government in Winnipeg, Mr Rich’s 
appointment now carries the title of Director of Planning, 
Metropolitan Corporation of Greater Winnipeg. 


Journal RAIC, February 1961 


toba, graduating in 1955. |) 


architectural branch | 


the Arctic. He is now |! 


and helds the it 
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“ Conference in Winnipeg on Implementation 
- Of Environment Report in Western Canada 


On Friday, January 13th, a regional conference was held 
“in Winnipeg on implementation of the residential environ- 
‘ment report. Delegates to the conference included E. D. Fox, 
“ Ottawa, representing the RAIC; Glen Parsons, Calgary, and 
'Garth Fleet, of Edmonton, both representing the Alberta 
| Association; Allan Smith, Regina, representing the Saskat- 
chewan Architectural Association; Morley Blankstein, K. 
Featherstone, Boyle Schaeffer, Ken Bacon, James P. Lewis, 
K. R. D. Pratt, all from the Winnipeg area and representing 
the Manitoba Association of Architects. 

The purpose of the conference was to explain to the Pro- 
vincial Associations represented what action was being taken 
by the Institute and other component societies to carry out 
the recommendations in the report, to examine in some 
detail the implications of the 13 recommendations referred 
to Provincial Associations, to discuss steps to be taken to 
implement the report provincially and locally, and to make 
available advice and direction on the matter of developing 
regional implementation programs. 

At the conference consideration was given to such matters 
as urban renewal, the need for provincial leadership in 
| regional planning, the preservation of historic structures, 

the impact of major roads on adjoining private properties 
and other problems bearing on urban and residential design. 
Also discussed was whether a major effort should be made 
to create a public awareness of the problems being faced in 
providing a better residential environment. The architectural 
and other professions were aware of these problems but in 
order to achieve substantial progress in overcoming or 
solving them, some considerable measure of public under- 
standing and support was essential. 


A question was raised as to the extent of publicity being 
given to the efforts of the RAIC and Provincial Associations 
in implementing the residential environment report. It was 
explained that a number of articles had been written for the 
RAIC Journal and other publications. Press releases had 
been issued by the PQAA, the OAA and the Institute on 
measures undertaken to date on these matters. Reference 
was made to the series of talks which had been given and 
are scheduled for Rotary, Canadian and other service clubs. 


CAMPBELL & CHIPMAN 


Delegates to the Conference, left to right: Glen Parsons, 
Calgary; Allan Smith, Regina; Boyle Schaeffer, Winnipeg; 
James Lewis, Winnipeg; Garth Fleet, Edmonton; Ken Pratt, 
Winnipeg; Ken Bacon, Winnipeg; Ken Featherstone, Win- 
nipeg; Morley Blankstein, Winnipeg; E. D. Fox, Ottawa 


The efforts being made to include discussions on the residen- 
tial environment report as part of programs for annual 
meetings of business and professional groups was also men- 
tioned, 

In regard to magazine articles, a suggestion was put forth 
that it would be of greater value to have this kind of publicity 
in publications of more general interest and not limited to 
those of particular concern to the architectural profession. 
It was recognized that a fair measure of public support 
would be required to achieve positive results in acting on the 
recommendations, and this support could be better main- 
tained if articles were written for those magazines having 
a wider circulation and more general appeal. 

No specific conclusions were reached as to particular 
steps to be taken by the associations represented, as it was 
accepted that methods devised to act on recommendations 
would be dictated to a great extent by local and regional 
circumstances. It was agreed, however, that knowledge of 
measures being taken by other associations was a valuable 
guide. 

Mr Fox, Chairman of the conference, said that the discus- 
sions which took place during the day were very fruitful. 
“In order to assure the success of the national program for 
implementation now under way, it is essential that Provincial 
Associations take active measures to deal positively with 
the recommendations referred to them. I have no doubt, 
following this successful meeting, that real progress will be 
recorded by the associations represented at the conference.” 


Competitions 


All-Electric Home for Ontario Hydro 


A competition for the design of an all-electric home 
has been announced by the Ontario Hydro Electric 
Commission. The competition is open to members of the 
Ontario Association of Architects, resident in Ontario. 
First prize is $2,000, with $1,000 and $500 for the 
second and third place designs. The Chairman is George 
D. Gibson (F), who is also Chairman of the Jury. Other 
members of the Jury are K. H. Camby (M); Mrs Pamela 
Cluff (M); W. L. Scott (PEng.); and J. I. Thompson, 
MIES. Competitors must complete the notice of intent 
and send it with a deposit of $5.00 to the Sponsor, On- 
tario Hydro, 620 University Avenue, Toronto 2, before 
March 15th, 1961. Last date for request for program is 
February 15th; last date for registration is March 15th; 
last date for questions is May Ist; questions to be 
answered before May 15th; last date for receipt of en- 
tries delivered by hand, June 30th; last date for receipt 
of entries delivered by parcel post or express, July 3rd. 
The results will be announced before July 15th. The 
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winning designs will be on display to the public at the 
1961 Canadian National Exhibition, in the Ontario 
Hydro building. 


PAHO Headquarters Building, Washington 


The Pan American Health Organization has an- 
nounced the opening on February 15th of an inter- 
national architectural competition for a new $4,500,000 
PAHO headquarters building in Washington, DC. The 
competition will be limited to architects of the Western 
Hemisphere. 

The architect whose design wins the international 
competition will be awarded the building contract. 
Second prize will be $2,500 and third prize $1,000. 

The jury is composed of Hector Mardones-Restat of 
Chile, President of the International Union of Archi- 
tects; Luis Gonzales Aparicio of Mexico, Past President 
of the Society of Mexican Architects; Augusto Guzman 
Robles, one of Peru’s leading architects; and Samuel In- 
man Cooper FAJA of Atlanta, President of the Pan 
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American Congress of Architects, and Dr Abraham 
Horwitz of Chile, Director of the Pan American Sanitary 
Bureau. 

Further information may be obtained from the pro- 
fessional adviser, Leon Chatelain Jr, FAIA, 1632 K 
Street NW, Washington 6, DC. Registration for the com- 
petition closes May 8th. The conditions of competition 
have already been approved by the International Union 
of Architects, the AIA and the RAIC. 


Architectural Competition included in 
Sao Paulo VI Biennial Exhibition 

The VI Biennial of Sao Paulo, Brazil, an international 
exhibition of plastic arts, organized and managed by the 
Sao Paulo Museum of Modern Art, will take place from 
September to December, 1961. It will include an exhibi- 
tion of painting, sculpture, engraving and drawing, an 
exhibition of architecture, a contest for schools of archi- 
tecture, and an exhibition of plastic arts of the theatre. 

RAIC members may participate in the Exhibition of 
Architecture, individually or in teams, but entries will be 
made direct to the RAIC, for judging and selection by a 
jury to be appointed by the Institute and forwarding to 
Sao Paulo. Each national entry is restricted to three 
works. Submissions must be sent in photographic form in 
black and white or color. It is a condition that the build- 
ings entered “should represent expressions of modern 
architecture”. 

Members interested should advise the RAIC Secretary 
as soon as possible. The final date to receive entries is 
April 15, 1961. The RAIC will be responsible for send- 
ing identity forms of architects selected to the Secretary 
of the Biennial in Sao Paulo by April 30. 

Architects receiving a Diploma or Medal for works in 
any of the ten categories of buildings are eligible to com- 
pete for the PRESIDENT OF THE REPUBLIC PRIZE 
of $4,750 for the best work presented in the competition. 
The second prize, offered by the Museum, is for $1,425. 
Details of the competition and instructions regarding en- 
tries may be obtained from the RAIC Secretary. 


Announcements 


John N. Shaw, Robert L. Greig and William E. Car- 
ruthers have entered into partnership and will practise 
under the firm name of Shaw, Greig and Carruthers, 
Architects, at 745 Mt Pleasant Road, Toronto 7, On- 
tario. Each partner graduated from the University of 
Toronto and was formerly employed at Page & Steele, 
Architects, Toronto. 


Positions Wanted 


Bachelor of Architecture, 1959, University of the Wit- 
watersrand, South Africa, age 24, seeks position in office 
in any part of Canada. Institute of South Architects first 
prize in final year, distinction in Thesis. Election as 
ARIBA on 14 March, 1961. Employed at present in 
Johannesburg and attending post graduate course in 
Town Planning. L. C. Archer, 10 Commissioner Street, 
Johannesburg, Union of South Africa. 


Graduate of High Architectural Branch, Academy of 
Fine Arts, Istanbul, 1956, presently employed on State 
Water Works, city planning, seeks position in Canada. 
Orhan Cezmi Tunçer, Y. Mimar Diyarbakir, Turkey. 
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OBITUARY 


ROBERT REID MOFFAT, partner in the firm of Shore ail . 
Moffat, Toronto, passed away at his home in Decembe}} 
at the age of fifty-four. Almost all of his early life wai) | PR 
spent at Bradwell, Saskatchewan. id 


He received his Bachelor of Science Degree from the’ 
University of Saskatchewan in 1926 following which he} ® 
spent a year in the office of Webster and Gilbert in Sask-| 
atoon. During this period he was so impressed with the! 
ability of the architects to come to grips with, and solve| 
practical problems that he decided to become a member} 
of the profession, and having done so, enrolled at Mas-|f: 
sachusetts Institute of Technology where, in 1931, he! 
was granted the degree of Bachelor of Science in Archi-|f 
tecture. i} 


He then took up residence in Toronto, being employed). 
successively in the offices of Darling and Pearson and | | 
Wickson and Gregg. He was for four years assistant 
superintendent of buildings at the University of Toronto, 
following which he established himself in private prac- | 
tice. This phase was short-lived because of his wartime | 
service, but his reputation for good design was quickly | 
established. One remembers particularly the residence | 
for Dr Wm Gardiner in LAS: Hill Village. 


In 1941 he served as a member of the Executive of | 
the Toronto Chapter of the OAA, until he moved to | 
Ottawa where he became Assistant Director of Works | 
and Buildings, Department of Naval Service. i 


In 1945 he and Leonard E. Shore became partners in | 
the firm that bears their names, which firm in the inter- | 
vening years has played an important role in the develop- | 
ment of Canadian architecture. Among the buildings for 
which Mr Moffat was responsible are the Union Carbide 
Canada Limited and the William Lyon Mackenzie Build- | 
ing, both in Toronto, and the Arts Building and Memo- | 
rial Union Building at the University of Saskatchewan. | 


As Chairman of the Toronto Chapter Advisory Com- | 
mittee on Civic Design in 1951-55 he played an impor- | 
tant part in the re-design of street furniture and lighting — 
for lower Yonge Street after completion of the subway, 
for which we shall always be thankful. He was a member * 
of the OAA School Planning Committee since its incep- 
tion in 1951 and served on the RAIC Committee on 
Standard Practices from 1949 to 1952. 


Excelling in everything he attempted, in golf he re- 
gularly shot in the low 80’s. Only two days before his 
death his curling team beat that of the well known Alfey 
Phillips, the Tankard Skip. He constantly endeavoured 
to upgrade any sport in which he took part; not least of 
which were his efforts to improve the design of trophies 
which he believed to be unbelievably bad. 


Always the student, participating in gardening and 
landscape design, he referred to the plants by their bota- 
nical names. 


He approached every architectural problem from the 
scientific point of view, and was adept at reducing prob- 
lems to their barest fundamentals. Though his prime in- 
terest lay in finding a functional solution to any archi- 
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.ectural problem he was nevertheless keenly interested 
#n and competent in color work. 
, In practice he was most ethical and expected the same 
, rom his fellow architects. To him, the honor of the pro- 
“ession was terribly important and this became even 
nore apparent in the recent years. In all matters his 
‘approach was direct and one knew exactly where he 
' stood. Those who knew his father, the late Mr R. J. 
' Moffat, a former Director of the Saskatchewan Wheat 
“Pool and the CNR, recognized in ‘Bob’ many of his 
‘father’s excellent traits. Both shared a deep respect for 
“higher education and sought to make it more readily 
“available. Robert Moffat will be sorely missed. 
Gordon S. Adamson 


Program of Urban Development 

Proposals for a national program of urban development 
which formed part of a submission by the Canadian 
Federation of Mayors and Municipalities to the Govern- 
ment of Canada on November 8 last, are outlined in a 
booklet “There is Work for Canadians in the Improve- 
ment of Our Cities”, published by the Federation and 
available upon request to the National Office, Sheraton- 
Mount Royal Hotel, Montreal. 


DBR Report on 1958/59 Activities 

__A report recording the activities of the Division of 
Building Research of the National Research Council, 
Ottawa, during the years 1958 and 1959, has been pub- 
lished and is available from the Division at $1.00 per 


copy. 


PROVINCIAL NEWS 


MAA Annual Meeting 

The 46th Annual meeting of the Manitoba Associa- 
tion of Architects was held January 14th at the Fort 
Garry Hotel. H. H. G. Moody was elected President for 
1961. Gerald McDonald was elected to Council for a 

one year term, and Isadore Coop, Stewart Lindgren and 

Norman Russell were elected for three year terms. Con- 
tinuing members on the Council are Ernest J. Smith, 
immediate Past President; David Thordarson, N. M. 
Zunic, Harry Tod and R. D. Gillmor, the University 
Appointee. 

A report on the joint lectureship fund, established by 
the MAA to assist, in conjunction with the Students’ 
Architectural Society, in the presentation of visiting 
lecturers, had received during the year a grant of $1,000 
from the MAA and $600 from the Society. This made 
it possible to bring to Manitoba during the year Dean 
John E. Burchard, of MIT; Professor Serge Chermayeff, 
of Harvard University; and Garrett Eckbo, landscape 
architect of Pasadena, California. 

The 48th annual report of the School of Architecture 
at the University of Manitoba showed a total enrolment 
of 238, of which 91 were first year enrolments; 51 second 
year; 40 third year; 32 fourth year and 24 fifth year. 
Interior design enrolments numbered 128; post graduate 
study and community planning, four, and post graduate 
study in architecture, one. New members of the staff are 
Rubin Clarke, Gustavo da Roza and Radoslav Zuk. It 
was noted that in addition to the $1,000 lectureship con- 
tribution, the MAA assists the School with scholarships 
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to the value of $300 and book prizes of $300. The re- 
port noted that new admission requirements to the School 
of Architecture include 60% in senior matriculation, 
with a minimum of 60% in English, Mathematics and 
Physics. 

The report of the Committee on Architectural Fees 
noted that the Committee is approaching this problem 
from several angles, including architectural fees on an 
hourly basis, partial fee arrangement, architectural fee 
structure for identical buildings, and architectural fee 
structure working in conjunction with real estate de- 
velopers. The Committee has not yet arrived at a recom- 
mendation to Council or the general membership on 
these matters. 

The Report of the Joint Committee with the Winnipeg 
Builders’ Exchange recommended the appointment of a 
permanent standing committee to resolve differences as 
they occur in the fields of break down of cost changes, 
and break down of building contracts. The use of prime 
sum allowances also was discussed. 

The annual dinner in the evening was addressed by 
Mr R. H. G. Bonnycastle, Chairman of Metro, on 
“Metro in Greater Winnipeg”. 

The day prior to the annual meeting representatives 
from the three western provinces held a conference with 
Mr Fox, special assistant at RAIC headquarters, Ottawa, 
on the implementation of the Report of the Committee of 
Inquiry into the Design of the Residential Environment. 
At the end of the conference a resolution was adopted 
that “the Manitoba Association of Architects, recogniz- 
ing that, because of new industries, power sources, trans- 
portation facilities, schools, hospitals, etc, a provincial 
master plan is needed.” It was recommended that a repre- 
sentative group of the Association’s members, meeting 
with other interested organizations within the province, 
study the provincial planning act and evaluate the ser- 
vices offered by the planning branch of the provincial 
government, and prepare and submit a brief to the pro- 
vincial government with a view to extending its authority 
and services. 


PQAA Officers for 1 961 


“gi 


J. R. VENNE 
Newly elected officers of the Province of Quebec Association 
of Architects were photographed at the annual meeting of 
the Association at Lac Beauport Inn, Quebec, on January 
27-28. Left to right: Edouard W. Tremblay, Honorary Sec- 
retary; Paul-O. Trépanier, First Vice President; Richard E. 
Bolton, President; Francis J. Nobbs, Honorary Treasurer; 
Henri Mercier, Immediate Past President; and C. Davis 
Goodman, Second Vice President. 
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Du Secrétariat de l'A.A.P.Q. 


Ce fut l’éclipse quasi totale: étude a enfin passé 
l'administration. Voilà en résumé le congrès de 1961. 


Si l’on se reporte à l’Assemblée annuelle de Sher- 
brooke, Jean-Louis Lalonde avait alors exprimé le voeu 
“que l’on essaie de donner aux assemblées un caractère 
plus artistique, plus architectural, moins “affaires”. Il 
avait également suggéré que les affaires se règlent dans 
le plus court délai possible”. On peut déclarer sans 
ambages que son voeu a été exaucé. 


La lére séance d’affaires a subi le 3e degré. En quatre- 
vingt-dix minutes l’assemblée avait expédié tous les 
Rapports annuels: Comités à demeure, Comités spéciaux, 
rapports des vérificateurs. Il a fallu l'intervention à deux 
reprises du président de l’assemblée pour briser la mono- 
tonie des résolutions qui tombaient dru sans discussion 
aucune. Il a demandé à deux présidents de comité d’a- 
jouter à leur écrit, manière de susciter un peu d’intérêt 
autour d’un document qui est en passe de devenir un 
annuaire démodé. Quelques points soulevés par des 
participants plus enthousiastes que les autres ont été 
reportés aux affaires nouvelles. Et ce fut tout. 


Après avoir assisté à l’élimination plus qu’expéditive 
d’un cahier de quelque 22 ou 23 pages de texte dense, 
une question surgit inévitable au sujet du système actuel. 
Que valent ces rapports modelés d’année en année sur 
les précédents? Une formule qui a perdu l’heur de 
susciter même les moindres commentaires a-t-elle encore 
sa place? On peut se poser la question. Une première 
réaction c’est que les rapports annuels constituent un 
recueil de recommandations et de suggestions faites au 
Conseil. Seules, à toutes fins pratiques, les décisions et 
résolutions prises par ce dernier devraient faire l’objet 
d’un rapport aux membres. Un message du président 
sortant de charge ou du secrétaire honoraire servirait 
beaucoup mieux comme résumé des activités de l’année. 
D'autant plus que dans leur forme présente les rapports 
annuels ne relatent nullement le travail imposant de 
l'Exécutif et donnent un pâle aperçu de la besogne abat- 
tue par le Conseil. 


A la 2e séance d’affaires ce problème devait revenir à 
la surface. Même si l’on a un peu trop insisté sur la 
publication des présences au Conseil comme critère de 
travail accompli, on s’est vite rendu compte que dans le 
fond ce qu’on réclamait, c’est une communication régu- 
lière et plus complète entre élus et électeurs. Aux deux 
dernières assemblées, on a prôné l’envoi de bulletins 
mensuels, trimestriels ou tout simplement périodiques. 
Un pas dans ce sens a été tenté l’an dernier: si faible 
toutefois que très peu ont pensé qu’il s’agissait là d’un 
bulletin. Mais cette fois, c’est pour de bon: le Conseil 
devra cette année par la plume de son secrétaire hono- 


raire rendre compte de son mandat, et ceci à chaque 
mois. 


Une autre suggestion intéressante apportée à l’en- 
seigne des affaires nouvelles a été de transformer le 
Comité actuel d’urbanisme en un Comité conjoint qui 
grouperait les disciplines concernées. Tout le monde 
semble piqué de la mouche de l’urbanisme, ces années- 
ci. Les plus obscurs organismes se mêlent de pondre des 
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mémoires ou de philosopher sur la question. Il est impé- | 
4 | 


rieux et urgent que les groupements professionnels les | 
plus sérieux et les mieux avertis se concertent pour | 


prendre les devants et s’imposer à l’attention des admini- | 
strateurs publics à tous les échelons, avant que les sans- | 


oeuvres et les sans-titres influencent en mauvaise part 
les gens en autorité. Ce sera sans doute le but visé Pag 
le nouveau Comité. 


Dans le monde des spectacles refroidissants (excuses 
pour se réchauffer après?), l’équipe de curling de Québec | 


a de nouveau remporté le Trophée Meadowcroft. On 


peut difficilement se payer le luxe de perdre quand on 
dispose d’un surplus de “skips”. N’étant pas de la famille, 


j'ignore le sens de ce langage, mais je me suis laissé dire 


que ça sonne très fort, à qui veut l'entendre. 


| 


i 
Les dames pour leur part ont connu un magnifique } 


tour de diligence . .. dans le lobby du Chateau Fronte- 
nac! Les hôtes de Québec ont sans doute voulu leur 


épargner un rhume. Souhaitons que la prochaine fois on | 


n’oublie pas de retenir la diligence. . . 


Le clou du congrés restait 4 venir. Les deux séances 
d’études, le film, les colloques, les résolutions adoptées 
à l'issue de ces rencontres et les conversations qui ont 
prolongé le congrés dans les semaines suivantes suffisent 
amplement à démontrer que l’aile rajeunissante de l’As- 
sociation en avait soupé de ces réunions où l’on parle 
administration, routine et budget. Le Comité d’organisa- 
tion avait senti ce besoin. Dès le printemps de 1960, 
le plan d'ensemble était tracé. On voulait coûte que 
coûte faire de l’Assemblée un véritable Congrès, com- 


primer les discussions purement administratives, intéres-m 


ser les congressistes à des problèmes plus élevés et, de! 
ce fait, placer l’architecte devant le public comme un 
homme de recherches au service de la collectivité. Le 
Cercle d’études de la Société de Montréal a consacré l’an 
dernier toutes ses agapes mensuelles à bâtir une partie 
du programme du congrès. Nous discernons tout de suite. 
l'utilité indiscutable des sociétés régionales et l’urgence 
qu’il y avait d’en créer. Cette année, Montréal et Québec ~ 
ont alimenté les séances d’études. L’an prochain, les 
Cantons de l’Est et le Saguenay-Lac-St-Jean voudront 
certes emboiter le pas. 


Les membres qui n’ont pu se retremper dans l’atmo- 
sphère intellectuelle du rendez-vous annuel ont été à 
même de vérifier de visu, à la télévision et dans les jour- 
naux, que la publicité était de la partie. Les services d’un 
agent spécial de relations extérieures s’avèrent de néces- 
sité absolue en semblable occasion. Les manchettes de 
journaux, les apparitions à Carrefour et les nombreux 
articles échelonnés sur une semaine ont valu plusieurs 
fois à l'Association le cachet versé à Jacques Hébert. 


Au terme de ce ler congrès, l’équipe Jean-Louis La- 
londe — Claude Longpré — Noël Mainguy — Gilles Mar- 
chand mérite les félicitations les plus chaleureuses pour 
le magnifique succès remporté. Pour un coup d'essai, ce 
fut de toute évidence un coup de maîtres. Au moment 
de rédiger ce message, on m’apprend qu'il tarde à la 
même équipe de se remettre à l'oeuvre pour organiser le 
prochain congrès qui, incidemment, se tiendra à Mont- 
réal, probablement au Reine Elizabeth, du 8 au 10 fé- 
vrier 1962. 
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Jacques Tisseur | 


COMING EVENTS 


March 31-April 8, 1961 
National Home Show 
Exhibition Grounds, Toronto 


Spring of 1961 
Celebration in Honor of Founders 
of Modern Architecture, 
Gropius, Le Corbusier, 
van der Rohe, Wright 
Columbia School of Architecture 
New York 


April 5-6-7, 1961 
1961 Building Officials’ Conference 
Building Research Centre 
NRC, Ottawa 


April 9-15, 1961 
23rd Annual Convention 
National Association of 


Architectural Metal Manufacturers, 
Plaza Hotel, New York 


April 18-19, 1961 
Conference on Muskeg in Relation 
to Northern Development 
McMaster University, Hamilton. 
Interested persons are invited to 
attend. Address enquiries to 
I. C. MacFarlane, DBR, NRC, Ottawa 


May 14-16, 1961 
17th Canadian Regional Conference 
Illuminating Engineering Society 
Queen Elizabeth Hotel, Montreal 


May 17-20, 1961 
RAIC 54th Annual Assembly 
Chateau Frontenac, Quebec 


July 3-7, 1961 
Vith Congress 
International Union of Architects 
London, Eng. (Registrations, RIBA) 


August 30-September 2, 1961 
Conference on Shell Structures 
Civil Engineering Dept, 
Technical University, 
Delft, Netherlands 


It’s no fun — when your town’s investment in concrete swimming 
pools, parking areas and playgrounds heave, settle and crack under 
the constant strain of weather changes. To insure that investments 
in community life — are lifelong investments — reinforce with 
Electroweld sinews of steel. 


Co biel ad Rides — Specify Electroweld on every concrete job. 


Manufacturers of: 
CON TIE WIRE 
BLOC - WELD 


block reinforcing ‘ 


IRVING WIRE PRODUCTS 


CALGARY, ALBERTA 


“ANCHOR” BRAND NAILS 
ELECTROWELD WIRE FABRIC 
STEEL PENCIL ROD 


66th AVENUE AND CENTRE ST. S. PHONE: CH. 3-3114 IWT-3 
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SPECIFY 


ACT 
~ STAIR TREAD 


e Safer under foot 

e Gives better traction 

e Quieter—cushions shock 

e Scratch-proof—retains new look 

e Age won’t change texture 

Write for complete technical data and samples 


SMITH MANUFACTURING LIMITED 


Weston, Canada 


Also makers of Smith Stair Nosing, Carpet 
Undercushion and Binder Bars. 
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the beauty of wood 


the strength of steel 


ENDURA DESKS 
are available in every size 
to meet the needs at every 

level of your office operations. 


the beauty of wood 


ENGINEERED TO COMPARE 
WITH THE BEST... 
PRICED TO COMPETE WITH 
THE LOWEST IN COST! 


the strength of steel 
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Here’s the last word — the 
best word — in modern 
furniture for the general 
office . . . combining the 
pleasing warmth and colour 
of choice hardwood veneers 
with the perfection of 
mar-proof FIBERESIN 
work-surfaces . . . For 
first-cost and long-run 
economy, for greater 
efficiency and a happier 
staff — choose ENDURA 
office furniture. It offers 
you so much more, for 

so much less! 


ENDURA SECRETARIAL 
and CLERICAL WORK 
STATIONS combine 

greater prestige with 
space-saving economy. 


Desk: $149. 


local taxes.) 


franchised dealers all across Canada. 
STANDARD DESK MANUFACTURERS 
LIMITED + 


MONTREAL 


ENDURA 60” x 30” 
Double Pedestal 


(Price may vary 
slightly in some : 
areas, depending on 
terms, delivery or 


INDUSTRY 


Glass Blocks & Sculptured Glass 


A new 20-page catalogue, “PC Glass | 
Blocks and Sculptured Glass Modules,” | 
has been published by the Pittsburgh 
Corning Corporation. | 

The design flexibility and functional | 
advantages of Glass Blocks and Mo- 
dules are discussed, along with a full 
color spectrum showing the eleven | 
colors in which Color Glass Blocks and | 
Sculptured Glass Modules are avail- | 
able. Also included is technical data on. 
light transmission, insulation value, | 
physical performance and proper selec- | 
tion of Block. Information on “how to 
install” Glass Blocks is included, along 
with application specifications and ac- 
cessory materials. 

The catalogue is available upon re- 
quest from Pittsburgh Corning Corpo- 
ration, One Gateway Center, Pitts- 
burgh 22, Pa. Ask for Booklet GB-115. 


© 


Anaconda American Brass 


Publication B-1 “Anaconda Pipe & 
Tube Products”, a 58-page booklet 
containing information relative to cop- 
per and brass tube for plumbing, heat- 
ing, air conditioning and refrigeration 
lines, may be obtained from Anaconda 
American Brass Limited, New Toronto, 
Toronto 14, Ontario. 


© 


Recessing Light Fixture 


The Holophane Company Ltd, an- 
nounces a series of 150W to 300W fix- 
tures for recessing in concrete. 


The fixtures are particularly suitable 
for use in reform schools, jails, psychi- 
atric Wards and all applications where 
concrete ceilings are specified. Fixtures 
are equipped with Holophane Contro- 
lens and are available with standard 
Hi-Stress or Bu-Ti-Glo lens. 


The fixtures are made of 16 gauge 
banderized steel; white on the inside, 
black asphalt paint on the outside and 
can be supplied with tamper proof 
screws and special outdoor weather- 
proof zinc finish on the faceplate. 


© 


Stud Welding 


Technical data and applications are 
available on Omark Stud Welding Sys- 
tems for use in the attachment of archi- 
tectural panels and sandwich curtain 
wall. 

For copies, write to Omark Indus- 
tries Ltd, 165 York Road, Guelph, 
Ontario. 
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IN-A-WALL Waste Receptacle 


G. H. Wood & Company Limited an- 
ounce a unique streamlined space sav- 
1g waste receptacle to be known as 
Vood's #3750W “ON-A-WALL” 
raste receptacle. 


Very easily and securely installed on 
he wall, leaving the floor completely 
inobstructed, the large silent-action, 
elf-closing waste receiver door invites 
mmediate disposal of used paper 
owels and other refuse. Receptacle is 
‘onstructed from heavy gauge furni- 
ure steel — bonderized for longer life. 


The durable heavy duty vinyl plastic 
receptacle liner is easily removable for 
emptying. 

The dimensions of this receptacle 
are: Height 3714”, Width 1714”, Depth 
814”. It is available in baked-on enamel 
or satin chrome finish. Additional in- 
formation can be secured from G. H. 
Wood & Company — Head Office, Box 
34, Toronto 18. 


Oo 


General Steel Wares X-Ray 
Protective Materials 


Under an agreement just concluded, 
arrangements have been made for the 
manufacture and sale of Ray Proof 
X-Ray Protective materials in Canada, 
through General Steel Wares Limited. 


Among the many products which 
will be available to the Canadian build- 
ing industry will be, lead lined lath, 
lead lined cement blocks, lead lined 
doors and frames, ray proof control 
windows; and screens and light proof 
shades. Applications apply primarily to 
X-Ray protection in hospitals, medical 
and dental clinics, laboratories and uni- 
versities — with further applications for 
light proof shades in schools, etc. 


Oo 


DOSCO Handbook 


Dominion Steel and Coal have made 
available a handbook containing tables 
of conversion factors for weights and 
measures. 

Write, Dominion Steel and Coal 
Corp. Ltd, Montreal, Canada. 


© 


Jas. H. Matthews Brochure 


A brochure illustrating memorial 
and commemorative plaques and tab- 
lets together with a catalogue of letter- 
ing and signs, is available upon appli- 
cation to Jas. H. Matthews & Co. 
Canada (1959) Ltd, Box 5, Nipissing 
Road, Milton, Ontario. 


Journal RAIC, February 1961 


the “family group” 
of sensibly priced 
furniture elements 
that offers you 
“tailor-made” 
office arrangements 
of advanced design, 
in a limitless variety, 
to suit every level 
from top executive 
to general office. 


at your office furniture dealer — or write 


STANDARD DESK. MANUFACTURERS LIMITED e MONTREAL 


General Contractor: Foundation Company of Canada Limited. 


urnall Trafford Tile 


(T M. Regd) 


on the 
Gaspé Copper Mines Limited buildings 
at Murdochville, P.Q. 


“TURNALL’”’ TRAFFORD TILE is Canada’s number one 

asbestos-cement material for mine buildings 

ue and industrial plants. 

ULAR eae TRAFFORD TILE permits large areas 
ines Limited j : 

to be quickly and easily covered — 


is located in the . à : 
Copper Mountain and is designed for maximum structural strength. 


Pee Need TRAFFORD TILE becomes tougher with age — 
Mountain , ‘ see 
weathers well in any climate — never needs painting. 


on the Gaspé Coast. RE : ; : 
It is fire-resistant, and vermin and moisture proof. 
Mining is done 


by the Note the TRAFFORD TILE curved sheets on the roofs 

open stope method. of the Conveyor Galleries and Transfer Houses. 
This eliminated the need for ridge cappings — 

added to the general appearance of the buildings. 

Material supplied and erected by Atlas Asbestos Company, Limited. 


For further information contact the nearest Atlas office. 


ATLAS ASBESTOS 
COMPANY LIMITED 


MONTREAL e TORONTO e WINNIPEG e EDMONTON e VANCOUVER 


A member of the Turner & Newall Organization 
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“BRUNSWICK FOLDING PARTITIONS 


Convenience Is Only The Beginning 


: At the turn of a key, Brunswick’s Folding Partition 
slides into place and instantly one large school 

. 'ymnasium becomes two distinct recreational areas. 
Certainly a wonderful asset—especially when the 
partition is built to withstand the punishment 

of active young people and designed to blend with 
the handsome appearance of modern schools. 

For detailed specifications covering the Brunswick 
range of gymnasium equipment, write or 

contact the address shown below. 


A Brunswick’s ‘‘Y” yoke trolleys, which operate on an 
‘T” beam track, provide feather-light, friction-free 
novement. 


B Structurally proven Brunswick hardboard honey- 
:omb ‘AeroCore’ panelling (cells of resin-impregnated 
paper) provides maximum stability, extra sound insula- 
tion, and is warpage-free even under extreme conditions. 


C When the Brunswick Folding Partition is locked into 
position the Automatic Floor Seal 
grips the floor with sponge rubber to 
eliminate side sway and retard sound. 


BRUNSWIC 


BRUNSWICK OF CANADA School Furniture of Advanced Design 
School Equipment Division 


Head Office & Factory: Box 60, Dixie, Ontario e BRANCHES: VANCOUVER, CALGARY, WINNIPEG, TORONTO, MONTREAL 
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HEATERS AND 


REFRIGERATORS 


Trade Mark Reg'd. 


SA 


' ! BASÉE BlOTATRID 
Thin Line C. O NIV SE CNT O RAS 


ElectroMaid Thin Line Baseboard @ Absolutely fireproof — absolutely quiet 
Convectors are particularly suitable © Heavy duty fin-type elements 
for comfortable perimeter heating, to @ Low operating cost 


make cold walls and window areas a 3 
thing of the past. Designed for modern AE EE ETS U N T FI E AT E R S 


e 
living, with their slim and low con- @ Extremely efficient 
e 


struction they will fit even under the Heating elements guaranteed by 5 Year Propeller type shown 

lowest picture windows and they will Protection Plan Capacities from 1500W up to 60000W. Any 
blend perfectly with any modern decor. © Available portable or permanent wall voltage up to 575 Volts, as specified. Propel- 
Available in sizes from 30” up to 108” mounang ; ler and Blower type Unit Heaters for various 
long. Capacity of: 500W, up to 3000W. @ Supplied with or without thermostat industrial applications. 


Voltage both 120 Volts and 240 Volts. @ 71% in. high, 234 in. deep 


RADIANT SPOT HEATING WALL MOUNTING 


FOR INDOORS & OUTDOORS RADIANT GLASS HEATERS 


The directed rays from a Spot Heater heat persons and objects, and not vast wall 
surfaces and large quantities of room air. For this reason, heating with Spot 
Heaters is very economical, and since the heat is instant its use is recommended 
for rooms infrequently occupied. Spot Heating is healthy and natural, heats like 
the sun or like fire in a fireplace. 


© Radiant 

@ Corrosion Resistant 

@ Modern Appearance 

@ Fully protected | No. 1335 

@ Easily installed Available surface and recessed mounting, 

@ Safety wired square shaped or long and low for Baseboard 
5! @ Low cest installation. With or without built-in thermo- 

stat. 
@ Sun’s wonder rays 


ELECTROMAID Er 


Combination 3 in 1 Unit It’s a treat to heat with Radiant Glass Heaters 


c os . because you SAVE MORE MONEY yet get 
Refrigerator — 5 cubic feet better, more comfortable warmth in your 
Stove —3 Burner home. The safest, most healthful, most effi- 


Sink — Stainless Steel cient Heater ever made. 
Capacities: 450W, 750W, 1000W and 1500W. 


A Real Space Saver 
Ideal for Apartments and Motels 
A complete kitchen unit 


NATIONAL DESIGN AWARD 
WINNER IN 1955 


We manufacture one of the most versatile lines 
of refrigerators in Canada today. 


Please write for our general catalogue show- 
ing all our products. Also ask for Engineering 
Bulletin which explains procedure for heat 
loss calculation and determination of required 
heating capacity. 


Contact us directly with any heating problem 
and our Engineering Department will give 
you a heating estimate based on your build- 
ing plans. 


Accept no substitutes — Insist on ELECTROMAID products 
Nationally Known and distributed from coast to coast — serving Canada for over 25 years. 


CANADIAN ARMATURE WORKS INC. (#s7rox«*) 


6595 ST. URBAIN ST., MONTREAL + CR. 7-3191 


Write for our catalogue no. 90 describing our complete line of products. 
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Architect: 
Adrien Dufresne, Beauport, Que. 
Roofing Contractor: 


Germain & Frère Limitée, Three Rivers, 


Que. 


Copper Roofs 


100,000 Ibs. of Anaconda Copper were used to 
roof the Basilica at Cap-de-la-Madeleine. Copper 
was chosen for its durability, immunity to rust 
and resistance to corrosion as well as for its own 
inherent beauty. And the architect gave the roof 


an artistic new look by installing the copper 
sheets horizontally instead of in the usual vertical 
plane. This is believed to be the only roof of its 
kind in this part of North America. Anaconda 
American Brass Limited, New Toronto, Ontario. 
Sales Offices: Quebec City, Montreal, Calgary 


and Vancouver. 
C-6028 


The sketch shows a section of a valley . . . and illustrates some 
of the interesting problems encountered by Germain & Frère 
Ltée. in the construction of this horizontally battened roof. 
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Beauty—This striking cafeteria on the CIBA building 
employs a steel umbrella-like cantilever roof structure. 
(See inset). The characteristics of steel offer great scope 
to the imaginative architect. 


Better Economy—This merry-go-round building is the 
kindergarten of a new school in Regina. Close co-operation 
between the architect and the steel fabricator made the best 
use of materials and helped cut costs. 


~ 


. ll Weather Construction—Steel goes up in any weather that men can work. 


~~ uilding schedules are on time, no frosty weather delays. 


ae .. 


in Eye to the Future—A two-storey school 
ulding of steel that provides for the future 
Idition of a third storey. New columns and 
rams can be weld-connected to this structure 
hen the time comes. 


build in steel 


FOR THE ARCHITECT it’s design freedom. Structural steel 
is very versatile and can be made to take almost any architectural 
form. Its strength and lightness permit long spans to provide large 
column-free areas. The vertical supports that are necessary, take up 
minimum space and permit better use of basement areas. 


FOR THE CONTRACTOR it’s the ease and speed of erection. 
Steel arrives fabricated and goes up fast. High strength bolts speed 
the job and eliminate undue noise at the site. Steel is an all-weather 
building material and the job can go on no matter what the tempera- 
ture. Schedules are easy to keep and sub-trades get in on time. 


FOR THE OWNER it’s early return on investment. Steel frame 
buildings go up fast, and start to pay off in the minimum time. Even 
a few weeks difference in completion dates can run into thousands of 
extra dollars. Steel is flexible too—changes and additions are easily 
made. 


When you plan, consider carefully the merits of steel. Dominion 
Bridge maintain design, fabrication and erection facilities in most of 
the major cities. Their sales and engineering departments will assist 
you in any way they can. Have them show you what steel can do for 
your project. 


STRUCTURAL DIVISION 


DOMINION BRIDGE 


FIFTEEN PLANTS COAST-TO-COAST 


ES TE PRE Sa 


SE y 


He: 


; 
; 


Architects : 
Peter Dickinson Associates 


Engineers: 
Giffels & Vallet of Canada Ltd. 


A model of the 


ONTARIO HOSPITAL * 
ASSOCIATION  * 
_ HEAD OFFICE 


The basis of Taylor Woodrow’s world- 
TAYLO rR WOODROV wide success is the spirit of teamwork 
that pervades the entire organisation. 
Maximum speed coupled with economy 
is achieved by the enthusiasm and drive 
BUILD EVERYWHERE to meet—or beat—the tightest of 
schedules whilst maintaining quality to 
the strictest of client’s standards. 


BUILDING & CIVIL ENGINEERING CONTRACTORS 


42/48 CHARLES ST. EAST : TORONTO: TEL: WALNUT 5-4441 — 10 PARK STREET: LONDON W1 


Architects Get Maximum Beauty in Walls of Brick, 
Natural Stone, Glass Block and Concrete Units With... 


Faberge Plant, Toronto 
Architect: John B. Parkin Associates 
Contractor: Richard & B. A. Ryan, Ltd. 


MEDUSA STONES ME 
WHITE NON-STAINING MASONRY CEMENT 


Architects can have that distinctive look in all masonry construc- 
tion by using Medusa StoneseT White Non-Staining Masonry 
Cement. Used white or tinted, StoneseT makes possible pleasing 
contrasts or subtle harmonizing colors in mortar. StoneseI never 
stains or ruins the wall beauty of your buildings, and since only 
sand need be added, a uniform joint color is assured throughout 
the job. Write for free mortar specification sheet today. 


DA FOR CANADIANS MEDUSA STONESET WHITE NON-STAINING MASONRY CEMENT 
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“MAKE THE WALLS OF BRICK 
THAT THE FIRE TOUCHED TO TAWNY 
GOLD OR RUDDY TAN, THE CHOICEST 
OF ALL EARTH’S HUES.” sx nor wnom 


COOKSVILLE-LAPRAIRIE BRICK LIMITED MONTREAL TORONTO OTTAWA 
77 


Structural neoprene gaskets support panels... 


eliminate need for metal frames 


The IBM Building, Rochester, Minnesota, was originally 
planned with conventional wall construction, with walls 
to cost an estimated $5.75 a sq. ft. installed. But Eero 
Saarinen & Associates developed a modular curtain wall 
system that cut this cost about 30%. The Saarinen 
design included a structural, self-locking neoprene seal- 
ing strip. This construction eliminated metal frames 
for structural support .. . simplified installation . . . and 
kept total installation cost down to a mere $4 a sq. ft., 
including structural neoprene gasket, sill, coping, panels, 
glass and all other components. 


Our booklet, ““Neoprene Gaskets for Curtain Walls,” 
gives further information. For your copy write: Du Pont 
of Canada Limited, 85 Eglinton Avenue East, Toronto 12, 
Ontario. 
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QUICK FACTS ABOUT NEOPRENE 


RESILIENCE — Neoprene accommodates horizontal 
and vertical expansion of glass or panels, as well as 
deflection and dimensional variations of glass or 
panels, maintains a weathertight seal. It has excel- 
lent resistance to compression set. 


WEATHER RESISTANCE-—In numerous outdoor appli- 
cations, properly compounded neoprene has proved 
its ability to withstand sun, aging, ozone, airborne 
chemicals...to retain its resilience and strength 
for decades. It is flexible at extremely low tempera- 
tures...doesn’t soften at high temperatures. 
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4 A SQUARE FOOT 


~~ NEOPRENE FLASHING 
—ALUM. BAR 


A D D TOO PL SROs SSD So 


— BENT ST&&L CANT PLATE 
| BUILT-UP ROOFING —— 
RIGIO INSULATION — / 
METAL DECKING 
CALE a 0 core 


QT 


MULLION 
642 


METAL FAd&D PANEL —+ 


wire rade Pas | 
(CEMENT ASBESTOS Cond) | 


A Easy installation 


Luouzow marae cLoseas| Prefabricated neoprene 
pe nEX | gaskets snap in place 
easily, require no special 
skills, create no mess. 
Maintenance is nil. 


C8 ANGLE —- 


| | | 
AL Tek + | ST. MULLION ë 
FER ban — B No exterior frames 


The prefabricated neo- 

jet ee Ss | Z ‘s 7 = prene gaskets, with built- 
PLATE GLASS ——— eee : | — = 242. Pre in locking strips, grip the 
: glass or panel and pre- 
vent downward move- 
ment. Pressure of 10 Ibs. 
per lineal foot eliminates 
the need for metal 
frames, even with mod- 
ules running from sill to 


top of this two-story 
MULLION AT GLASS OR PANEL building 
g. 


SPONGE 
SEAL 


C Tight seal 


Neoprene is resilient, ad- 
justs to thermal expan- 
sion and contraction and 
to wind loads... remains 
weathertight and airtight. 


CONVECTOR 
COVER 


INTERNATION AZ BUSINESS 
MACHINES CORPORATION 


ROCHESTER, MINNESOTA 


ALUM. EXTRUSION 


NEOPRENE SEAL 


EERO SAARINEN é ASSOCIATES 
ARCHITECTS 
Bloomsrialo HILES, MICHIGAN 


STE Ci Ore 


NEOPRENE 


SYNTHETIC RUBBER 
CANADA 


Better Things for Better Living . .. through Chemistry 
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- Vapor Meets Exacting Specifications 


JONQUIERE SECONDARY SCHOOL 


PLUMBING & HEATING 
ARCHITECTS CONSULTING ENGINEER GENERAL CONTRACTOR CONTRACTOR 


Gelais & Tremblay J. A. Bourdages Dufresne & Racine Ludger Harvey & Fils Ltd. 


BESS 
Radiation has been recessed in this Gymnasium wall % This attractive Entrance Hall called for special 
to eliminate projections that could be injurious during cabinets with window sill outlets and grilles. Vapor 


designed and manufactured the special grilles that were 

8 à P 8 ; 
produced with 14” square openings on 1” centres in 
has been installed at back of stage. 14" steel. 


sports activities. Vapor *Linovector, with CS Cover, 


In addition to the above installations, Vapor also supplied 
1000 linear feet of *Linovector radiation together with 
special cabinets that were built to Architects’ specifications. 


Trade Marks Reg’d. 


VAPOR HEATING (CANADA) LIMITED 


3955 Courtrai Avenue, Montreal, Que. 


-FINNED CONVECTORS KLEEN-TUBE HEALARCTIC 
INDUSTRIAL & DOMESTIC WATER HEATERS BOILERS BLAST HEATERS STEAM CLEANERS COILS REFRIGERATION TUBES 
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| * 
tie LITESITE 
IS THE 

STANDARD OF 

EXCELLENCE 

IN MODERN SCHOOLS 

THE WORLD OVER 
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* LITESITE CHALKBOARDS 
HAVE THE 
CLEAR BRIGHT LOOK 


OF THE 
MODERN CLASSROOM 


There is an ever-growing awareness of the importance of light 
in today’s classrooms. That's why Sterling or Hyloplate Litesite 
Chalkboards are so often specified; they actually add to 
brightness. Kind to the eyes, these are the chalkboards pupils 
like to look at and teachers like to use. Sterling or Hyloplate 
Litesite Chalkboards are colour-toned for visual clarity ... 
and they give an importance to the written word that assists 
retention value without strain. Smooth writing, easy erasing 
are other outstanding features. 

These chalkboards are made of highest quality materials to 
insure long life. Made in refreshing green "Litesite’ and “Jet 
Black” both are permanent and non-fading. They’re available 
in panels 3/2 and 4 feet wide and 6 and 8 feet long. 


When quality counts, consider Sterling or Hyloplate 
Litesite Chalkboards. 


MOYER VICO LTD. 


“Serving education and industry since 1884” 


MONCTON + MONTREAL + TORONTO + WINNIPEG + SASKATOON + EDMONTON 
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Consider “/ayee Free Standing 
PARTITIONS 


Unique advantages: — 


Increased office efficiency. 


Office space easily rearranged. 


Sao 


‘Enhances appearance. 


Ensurés privacy. 


No maintenance required. 


May be erected by unskilled persons. 


Competitive prices. 


Heights available: 46” 5’0’ 5’6” 


TAYMOUTH INDUSTRIES) Se 
Write for illustrated leaflet to 42 QUEEN ELIZABETH BOULENSE 
Toronto 18 Telephone CL. 9-235] 


Interior and Exterior 


Water fountains 


Suppliers of self-contained portable fountains for 
indoors or outdoors. Also a large variety of foun- 
tain equipment available for outdoor fountains: re- 
circulation pumps, underwater coloured lights, 


colour scopes, spray heads, valves, filters. 


® Engineering of fountain installations 
® Service and repairs 


e All merchandise guaranteed for 
function and quality 


For free illustrated catalogues write to: 


decorative Fountain co. 


814 Midland Ave., Scarborough, Ont. AM. 1-0731 


. 6-foot self-contained indoor fountain 
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KAWNEER CONCEALED OVERHEAD CLOSER 


Don't get trapped into compromising on closer requirements. Kawneer has the 
closer to fit every entrance need. This rugged use-proven overhead closer is 
completely concealed in a slim 1%” x 4%” transom bar and is available with any 
one of 5 KAWNEER DUTY-RATED ENTRANCE PACKAGES (door, frame and 
closer). The Kawneer Concealed Automatic Operator is also a part of this closer- 
entrance package. In addition conventional-type closers are available in the 


complete Kawneer closer line. 
For details write Kawneer Company Canada Limited, Department 75, 1460 Don Mills Road, Don Mills, Ontario. 
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AVOID BUCKLING AND WARPING 


OF MAPLE FLOORING EDGE GRAI N. 


DR RAIN * Di SYSTE | 


““CONTINUOUS STRIP’? ) 
UP TO 50% LESS EXPANSION 
IN THE USE OF EDGE GRAIN REGULAR STRIP 


For Detailed Specifications, Write or Call 


CONNOR LUMBER and LAND CO. i 


PHONE VI 2-2091 @ P.O. BOX 810-B © WAUSAU, WISCONSIN | 


CONNOR'S AUTHORIZED ‘‘LAYTITE’* INSTALLERS ASSURE 
COMPLETE SATISFACTION — EXPERIENCE — SERVICE 
SS LS and Gym FORCER 
= CONTACT — 

TREND FLOORING & SUPPLIES LTD. NAP. LA FOREST & FILS, LTEE. 

35 MINFORD AVE. 9670 ST. LAURENT BLVD. 
SCARBOROUGH, ONTARIO, CANADA MONTREAL 12, QUEBEC, CANADA 


® U. Ss. PAT. ofr, TEL. OXFORD 8-1188 TEL. DU. 9-8441 *TRADEMARK | 


FOR FINEST 
TILE GROUTING Gi: 
“| SAY YOU MUST USE BOTH” 


“Yes, sir, with the growing trend in ceramic tile construction it pays to do 
only the finest work, particularly in grouting —which means you must use 
two grout cements, one for wet wall and another for dry wall construction.” 
For wet walls Medusa White Tile Grout Cement has been unequalled for 
25 years. For dry wall construction use new Medusa Dry Wall Tile Grout 
Cement that slows down excessive suction to the tile and gives a perfect 
bond in dry wall work. 

: Only Medusa’s two grout cements give you beautiful white, hard joints, 
ES free from shrinkage cracks in both wet and dry wall construction everytime. 


ae MEDUSA WHITE mae 


LD TILE GROUT CEMENTS "or 


Progress Canadians : 
MEDUSA PRODUCTS COMPANY OF CANADA, LTD., PARIS, ONTARIO, CANADA 
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HOLOPHANE 


Lights the 


BIG JOBS 


HIBAY° Reflectors 


For Every Type of High-Mounting Area 


 lophane 
|. 640 
ies... 


AN 


ne ee MEY Ronee 
phane engineers are constantly developing 
and better equipment for all light sources... 

! are some outstanding examples of Holophane 
rolled lighting—by the acre...In every instance 
can see clearly for thousands of feet—with a 
imum of visual comfort...Reason: the 

lation of Holophane HIBAY Reflectors... 
untages: prismatic design produces greatest 
cation of illumination; metal covers protect 
ctors; simplified construction assures easy 
lation and economical maintenance... 


sult Holophane engineers, through architects 


professional advisors, without obligation. 


~HOLOPHANE COMPANY LTD. 


Kipling Avenue South, Toronto 14, Ont. 


yr Better Lighting 


... Be Specific 


dallas Memorial Auditorium, Dallas, Texas. 
1eorge L. Dahl, Architect & Engineer 


B. Douglas Aircraft Company 
Long Beach, California 
Holmes & Narver, Inc., Architects & Engineers. 


C. Louis Allis Company, Milwaukee, Wisconsin 
Klug & Smith Co., Architects; 
Uihlein Electric Co., Engineers 


D. Allen County Memorial Coliseum, 
Ft. Wayne, Indiana 
A. M. Strauss, Inc., Architects & Engineers 


YOU WOULDN'T 
USE WATER ¢ 
AS INSULATION 


...OR WOULD YOU? 


We ask because some low temperature insulants do, in time, absorb water and 
gradually lose their effectiveness. Courtaulds Styrolite, on the other hand, is 
virtually impervious to moisture absorption. The K factor of Styrolite (a low 
0.215 - 0.230) remains low permanently. Styrolite is a constant dependable 
insulant, available in convenient sizes and easy to install for perimeter insulation, 
walls, floors, and panels. Styrolite has been accepted by CMHC as conforming 
to standards for construction under the National Housing Act. For lasting client 
satisfaction specify and install Styrolite. 


COURTAULDS 


SUVROLTE 


® Registered trade name of Courtaulds. 


COURTAULDS PLASTICS CANADA LTD., CORNWALL, ONT. 
MAIL THIS COUPON FOR FREE STYROLITE SPECIFICATION BROCHURE AND SAMPLES— 


i 

Courtaulds Plastics Canada Ltd. NAME | 

Cornwall, Ontario | 
À RESS 2 Ss RE ee ED eee eee 

Please send by return mail your free Styrolite ADD | 

specification brochure and samples. | 
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CORBIN 


® | 


fainless Steel Beauty... 


from the line of fine Cylindrical Locksets engineered by coRBIN to fulfill the 
heavy duty requirements of schools, hospitals, churches, commercial and 
public buildings. Illustrated is Harmony Knob x 85104 Stainless Steel Rose 
_also available in solid brass, bronze and aluminum. Choose from a variety 
of stirring designs... available in all functions. Masterkeyed as desired. 


CORBIN LOCK DIVISION 


INTERNATIONAL HARDWARE COMPANY OF CANADA LIMITED 
BELLEVILLE ONTARIO 


Li 


Concrete means design in motion... the kind of motion it takes to move trends in new and exciting 
directions. A thin shell roof of concrete can float free and easy over a lace-like precast concrete grille. / 


spire soars higher with a striking inset of exposed aggregate concrete. Today's architects are using versa| | 
tile concrete to meet the most fanciful and most functional . requirements of building. Its natural| 


beauty and great strength is stimulating a whole new | trend in contemporary structures, | 


0 


| INLAND 
Contact any of these offices for free technical information. 


INLAND CEMENT CO. LTD. Edmonton, Box 2555; Calgary, 321 10 Ave. S.W. 


SASKATCHEWAN CEMENT CO. LTD. (A Division of Inland Cement Co. Ltd.) 
Box 767, Regina, Saskatchewan: 203 Avenue Bldg., Saskatoon, Saskatchewan 


| 
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ag, ZA 


—r / 
colorundum 24 


fuses color and hardness into concrete floors 


Not a paint! Not a coating! Ready-mixed COLORUNDUM is 
trowelled in at time of installation to form a colorful tile-like sur- 
face for lasting hardness and beauty. 

Non-slip COLORUNDUM is ideal for both interior and exterior 
concrete floors and sidewalks. Only COLORUNDUM contains A. C. Horn Co. Ltd., 

Durafax — a non-corrosive hardener that’s next to a diamond in 66 Hymus Rd. 

hardness . . . outperforms both silica sand and metallic hardeners. Scarboro, Ontario 

COLORUNDUM is a dry powder composed of highly concentrated, Gentleman? 

non-fading, dry cement colors. . : 

ee complete rase of construction and building Please RUSH complete product information on Horn COLORUNDUM. 
maintenance materials. Write for FREE Construction Data Hand- 

book. 


A Subsidiary of 


WRITE TODAY FOR FREE INFORMATION 


Montreal—167 Bates Rd. 
RE. 8-4386 
À Winnipeg—1520 Notre Dame Ave. W 
A. C. Horn Co., Limited SP. 4-4127 


6s hymus Le ou ONTARIO MGC a leg ala St. [] Need for immediate use [1 Need for files 
PL. 9-4461 a 
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MIRACOIL 


ALUMINUM 


FOIL el 


HARDBOARD CORE 


INTERIOR — Miracoil applied to one 
face of tempered hardboard, with 
vapor seal of .001 aluminum foil on 
the reverse side. Also available on 
cement-asbestos board with vapor seal 


These Canadian projects have 
already used MIRAWAL: 


Acton United Church, London, Ont. 
Architect, H. Hicks 

Contractor, J. B. MacKenzie & Sons, 
Georgetown 


Hickman Motors, St. John’s, Nfld. 
Architect, Harwood and Guihan 
Contractor, McNamara Construction Co. 


Monsignor Fortier School, St. Georges, 
Beauce City, P.Q. 

Architect, J. B. Gagnon 

Contractor, Joseph Furcotte, Quebec, City 


Reitmans, Arthur St., Port Arthur, Ont. 
Architect, McIntosh & Associates 
Contractor, Stead & Lindstrom 
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MIRACOIL 


GALVANNEALED 
STEEL =, 


HARDBOARD OR CEMENT ASBESTOS 


EXTERIOR — Same as interior, except 
that in lieu of vapor seal described, 


reverse side is galvannealed 


sheet. 


LAMINATED | 
BUILDING PANELS 


The MIRAWAL family of building panels, as 
developed by the original producer of porcelain- 
enamelled light gauge steel, are now available 4 
to Canadian architects. Mirawal's unique continuous 
process of porcelainizing and laminating produces 
a truly flat and “mirror-like” 
free from ‘oil-canning”. 


facade panel, 


The technical know-how that Mirawal has in q 
lamination has been successfully applied to the use ~ 
of other types of facings: Aluminum (plain, fF 
anodized, porcelainized), stainless steel, plastic- 
coated metals, cement-asbestos board, and special 


sheet materials. 


Their balanced structure backs up surface life with 
resistance to shock and impact. Colours will not fade, 
discolour, or otherwise deteriorate from weather, 
cleaning, or normal exposure. A constant research 
program in core materials and adhesives for their 
lamination is carried out by Mirawal. Weight and 
price are both reduced by the use of light 


gauge materials. 


Construction details for basic types of MIRAWAL 


thin veneer building panels 


MIRACOIL 


| HARDBOARD OR 
MIRACOIL CEMENT ASBESTOS 


DOUBLE-FACED — Same as exterior, 
except that the reverse side is also 
Miracoil. Used for store front span- 
drels and interior partitions, where 
both sides are visible or subjected to 
exposure, 


MIRACOIL 


6” MIN. 
RADIUS 


ÉMIS 
RUBBER IMPREGNATED CORK FIBERBOARD 


MIRAFLEX — a flexible material con- 
sisting of Miracoil laminated to rub- 
ber impregnated corkboard. No inner 
face or vapor seal is required. This 
material is available only in 48” thick- 
ness and can be curved around sur- 
faces or in framing to a minimum 
radius of six inches. Used on cornices, 
copings, radius corners, etc. in either 
convex or concave form. 


À 
ARCHITECTS HAVE A WIDE RANGE OF COLOUR CHOICE WHEN THEY USE MIRAWAL 
COLOUR SAMPLES AVAILABLE 


MIRAWAL, MIRASPAN, MIRAWAL FIRE WALL PANELS are now being fabricated in Canada for both 
exterior and interior application. Our production facilities make fast delivery to your project 
schedule easily possible. Full details will be supplied by Mirawal or your local Canadian Pittsburgh 


Industries sales office. 


M I R AWA L OF CANADA LIMITED 


P.O. BOX 245 + MAPLE + ONTARIO « Telephone: Alpine 7-1351 
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$$8512-H 


$$8512-3 


$$4512-U 


NATCO Handi-Grip Tile 
Unshrinkable 
For Smooth Load-Bearing Back-up 


NATCO Smooth Face Load-Bearing Back-up Tile and 
Load-Bearing Wall Tile, furnish the maximum insula- 
tion, a high fire resistance ratio, an efficient sound 
decibel reduction. It also eliminates plastering — per- 
manently attractive. 

Natco low-cost structural tile walls are speedily and 
economically erected. 


Natco Structural Tile is unshrinkable. 


12” Load-Bearing 


Brick and Tile MATERIALS 
Walls 
6th BRICK COURSING 
Course 
Bond 


Face Brick 
Ontario Dimensions 
8" x 544" x 12” Header 


8” x 544" x 12” Stretcher 


334" x 51/4" x 12” Universal 


Modular Dimensions 
752" x 5” x 1154" Header 


752" x 5° x 115%” Stretcher 


356” x 5” x 115%” Universal 


Natco Structural Wall Tile is hard-burned (true to di- 
mension) manufactured by the de-airing process and 
burned in oil fired kilns to maturity. 

Specify and use Natco. 

No other masonry construction which meets Toronto 
Building Code requirements (1600 lbs. per square inch 
gross area) for load-bearing strength, is as light in 
weight per cubic foot of wall. 


CODE QUANTITIES 
NUMBER PER 100 SQ. FT. 
3=814" 3=8” 
700 788 
SS8512H 67 
SS8512-3 133 


SS4512-U AS REQUIRED 


SS8512-HM 74 
SS8512-3M 148 
SS4512-UM AS REQUIRED 


NATCO : CLAY- PRODUCTS - LIMITED 


S 


57 BLOOR STREET WEST 
TORONTO, ONTARIO 


TRUCTURAL 
TILE 


FACTORY: ALDERSHOT SUB P.O. 
BURLINGTON, ONTARIO 


You ONLY save your clients 


9 
... when you specify RUSCO STEEL WINDOWS 


for hospitals, institutions, office buildings . . . 


Window cleaning and ‘yeplacément ‘of glass need is no splashing of walls, frames, floors or drapes 
never be done in rooms €@quippéd ‘with Rusco . .. no dangerous outside cleaning. Get all the ; 
Steel Windows. With spare sashes the cleaners facts about Rusco Steel Windows from your nearest 1 


are only in any room a couple of minutes.; There sales office. 


Carts with clean spares are left in the halls while pe Dirty inserts are placed in the cart for easy, safe 
the staff man replaces dirty glass sections in mere [ cleaning in the hall or a remote maintenance area, 
seconds. —= keeping the mess out of the rooms. 


——— & 


Patients in hospital and institution rooms, or | | Clean, sparkling windows changed often at less 
guests in hotels are not disturbed or inconven- | | cost, risk and inconvenience have therapeutic 
ienced for more than a few moments. a benefits . . . also save maintenance money. 


Call or write your nearest Rusco Office about 


RUSCO PRIME WINDOWS 


THE F. C. RUSSELL COMPANY OF CANADA LIMITED 
fe. 


750 Warden Avenue, Scarborough, Ontario 


A FER ¥ ELA Rusco Windows-Doors (N.S.) P.O. Box 1445 North, Halifax  Dowse Sash & Door Co. Ltd., 645 Norah Cres., Ft. William 


Rusco Prime Windows of New Brunswick, also: 1075 Ellice Avenue, Winnipeg. 

436 King St., Fredericton Wascana Distributors Ltd., 2713-13th Avenue, Regina 
Rusco Windows Quebec City Reg'd., also: 311 Central Chambers, Saskatoon. 

3016 Blvd. St. Anne Giffard, Quebec Capital Building Supplies Ltd., 9120-125th Avenue, Edmonton 
Daigle & Paul Ltd., 1962 Galt Avenue, Montreal also: 1223 Kensington Road, Calgary 


Macotta Co. of Canada Ltd., 1771 Weston Rd., Weston, Ont. - Construction Products, 5776 Beresford St., Burnaby 1, B.C. 


